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Water carriers of 
Mesopotamia where 
modern ideas of san- 
itation have yet to 


be adopted. 
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STEEL-RIVETED? 
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Hand Finishing a Standard Twenty-Ton Steel-Riveted Boiler 





is strength!—Steel Boiler Plate has Ductility! As well as Strength! 
It is wrought and rolled in the making, not just melted and cast. 


have that same Ductile Strength!—They are Steel, 


hammer-forged. 


the two component parts—Steel Plus Rivets—have 
the same characteristics. So they pull together when put to work. 


One advantage in the manufacture of RIVETED SEAMS is that 
the texture of steel is actually improved by the hydraulic pres- 
sure and by hammer blows. 

Another advantage: RIVETS only need to be heated cherry red 
so there’s no fusion and no burning of the steel; it does not get 
brittle. Neither are there any uncertain locked-up stresses from 
shrinkage, so the joint does not have to be annealed afterwards. 


In fact, we KNOW a riveted joint is sound and can prove it by 
tests—by exact computation—by inspection. We KNOW from 
our 40 years practical experience that Steel-Riveted stands the 
gaff from blazing flames in the firebox. It holds up against shock 
pressures and vibration without experiencing fatigue or fracture. 
Endless trials in extensive fields of usage only serve to empha- 
size Steel-Riveted endurance. 


No laboratory material or experimental process of jointure can supplant STEEL-RIVETED for consistent 
RESILIENT STRENGTH which may be determined beforehand by calculation and verified by inspection. 
It makes the best kind of a job, worthy of its first-class workmanship. 





KEWANEE BOILER COMPANY 


KEWANEE, ILLINOIS 
Steel Heating Boilers, Water Heaters, Garbage Burners, Tanks and Radiators 


Branches in Forty Principal Cities 
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“Every artist was first an amateur” 
— Emerson 





Just as every artist was first an amateur 
just so was every manufacturer at one time 
an experimenter with his products. 


The experimental stage with VOGEL 
Frost Proof Hydrants and Closets has long 
since been passed. 


Every user of YQGEX, products will tell you 
that they are getting the utmost in satisfac- 
tion from them —and every plumber who 


handles YQGEL products will. fell you that 
the profits are big and sure. 


Write for YQGEL catalog today. 





Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 
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‘No. 586 CF Solid Flange—Female ~ No. 587 CF Solid Flange—Female 
i No. 586 CM Adjustable Flange—Male No. 587 CM Adjustable Flange—Male 


No. 591 XF Solid Flange—Female 


Double Sink Fauc ets 


| HE improved line of Wolverine Double Sink | 





Faucets are dependable. | 
Over and above everything you may have or own 
the good will of customers well served is the biggest 
asset. | | 
| Our business has been built by giving our customers | 


| what they want; brass goods so well made that we 
retain our customers and add to their number con- 
stantly. 

Having always availed ourselves of every oppor- 


tunity to improve our product, as a natural result | 
our standard of quality is of the best and our service 

is prompt and efficient. 

Buy direct from the Wolverine and secure 


Guaranteed Protection. 


WOLVERINE BRASS WORKS 


ec a @ 


GRAN }D ‘RAB Tbs “. MIrCcHIGAN 
iy 





No, 588 F Solid Plange—Feniil { 


| No. 587 AF Solid Flange—Female No. 589 F Solid Flange—Female No, 588 M Adjustable Flange 
| No. 587 AM Adjustable Flange—Male No. 589 M Adjustable Flange—Long Shank—Male Loug Shank—Male 
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When a Ring Is Needed 


When you are up on a roof ready to calk a flashing 
into place—that is where you will really appreciate the 
advantages of a Midland All Lead, One Piece Roof 


Flashing. The Midland has a calking ring—that 1s 


a calking ring—not a mere line around it—something 
that can be hammered up against the pipe with a few 
good wallops and with the assurance that it will stay 


tight. It’s good, soft, virgin lead too. It won’t crack. 





Ask your jobber for Midland All 
Lead One Piece Flashings. It pays 


MIDLAND METAL MEG. CO. 
KANSAS CITY, MO., *NEWARK, N. J. 


*Newark plant manufactures roof flashings only. 


BEWARE OF IMITATIONS 


37 LOOK FOR THE YELLOW 7}? 
al LABEL AND MIDLAND NAME i 


ON EVERY FLASHING. 











ALL LEAD—ONE PIECE 


The equipment for producing MIDLAND flashings has been fully protected by U. S. Letters Patent 
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TMustrating the “PERFECTION” kerosene burning 


























subblied byandformedtyWoluerineTubeCon Doro = 
mae 
F ‘2 
\ % tially 
ft ron | 
\ big service 
\ 
tomakers of © 
ater hea 
Seamless tubing coils drawn | 
by Wolverine Tube Company, : LEA t 
Detroit, are free fromhiddende- *%— iy 
fects,uniformandfreefromscale = | 
Efficient performance of water heating units is easier to guar- 
antee when your coil is always uniform. That is the part of 
your job to entrust to WOLVERINE in Detroit—where ex- 
perts control tube drawing—where positive control of electric 
bright anneal insures the same metal characteristics month 
alter month—where the possibility of scale is eliminated— 
where coils can be accurately formed to your exact need. 
Get Wolverine quotations. Either random lengths 
or fabricated to any degree of completion 
W OLVERINE TUBE COMPANY 
1491 Central Avenue Detroit, Mich. 
602 Hunkin-Conkey Bldg., 129 S. Jefferson St., 206 Central Trust Bldg., 
Cleveland, Ohio Chicago, Ill. Rochester, N. Y. 
Sf, \ Wolverine seamless brass tubing has an enviable reputation 
with nationally known users; note that the manufacturing 
the department can deliver seamless tubing parts—fabricated to 
“\/ any degree of completion. 
1 _f 
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“Six Men Do the Work 


e 9 
of Sixteen” 
HESE are the words of Mr. A. Munding, 


Maintenance Foreman of the Acme Sta- 
tion pictured above. 






9 


‘‘Before we installed our Merrell pipe threading machine,’”’ says Mr. Munding, “‘we always re- 
quired fifteen or sixteen men to keep up with our pipe repair work. Now three pipe fitters and 


three helpers not only look after the maintenance of the ninety miles of pipe in our plant but also 
do the work of the ‘Water Street Station’ which has a similar amount of piping.” 


“In addition to this saving in labor our Merrell machine has paid for itself in reclaiming flanges on 
old piping which could never be removed without this powerful machine.” 


While these statements seem startling they are not unusual, for the history of Merrell Pipe 
Threading Machines is a story of universal satisfaction—of service greater than the expectations 


of the buyer. 


There is a Merrell machine for every requirement—from hand operated revolving head 
machines to rugged lathe type machines for the most gruelling service. 


ER 


PIPE THREADING 












THE MERRELL MANUFACTURING CO., 
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ONLY THE BARBER-GREENE HAS THE VERTICAL DIGGING BOOM AND THE OVERLOAD RELEASE 


























Straight Down—To New Plumbing Profits 
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A Barber-Greene handled such a job in California 
in 6 hours and 10 minutes. 











| Headquarters Hotel Sherman | 









Even on short run, occasional work, such a 
ditcher can earn profits for you. It costs you 
nothing to investigate. 








DISC FEED LOADERS 


Representatives in 50 Cities 


one ‘1 The Barber-Greene’s vertical boom digs straight 
pie down. It starts the lateral flush with the building 
CONVENTION —and finishes it flush with the main. Flag ee 
‘ : : ull of pictures and 
a It walks right up to the curb or walk—jumps it— = — that 
and starts straight down on the other side. And __ illustrate a new field 
ASSOCIATION. it digs full depth stubs with equal facility. of plumbing profits. 
A post card brings 


your copy of “ Ditch- 
ing Sasgghese and 
Records.”’ Send it 
today. 





BARBER-GREENE COMPANY, 408 W. PARK AVE., AURORA, ILLINOIS 


Barber-Greene Ditcher 





VERTICAL BOOM DITCHERS 






















STANDARDIZED PORTABLE AND PERMANENT BELT CONVEYORS 
SNOW LOADERS CAR UNLOADERS COAL LOADERS 
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WITH a background of years of 
*; Vag success the Page Monarch Boiler 
SA SAEN is more than ever outstanding. 
Stirring events have come to pass in the 





last decade but Page has kept abreast ; 


with time. With the innovation of gas 


and oil for heating purposes, Monarch 
Boilers have been found ideally suited 
to meet the new demands. 


Built as it is, with its deeper combus- 
tion chamber and having the long 











MONARCH 
BOILERS 








40” MONARCH 
BOILER 





triple-level fire travel, the Monarch 
40-inch Boiler adapts itself perfectly 
to the high combustion heating of gas 
and oil. These same features make 
this pioneer boiler easily superior in 
the field for coal and coke burning. 
Simplicity of design and ready access- 
ibility to all parts only serve to make 
it the more desirable of boilers. 


Send for copy of new catalog—just 
issued. 


“The Distinguished Service Line’’ 


THE WM. H. PAGE BOILER CO. 


Makers of a Complete Line of Round and Square Steam and Water Boilers 


General Offices: 200 Madison Ave., New York 


Branch Offices and Warehouses: Boston, 123 Beverly St.; Cleveland, Rose Building 
FACTORY: MEADVILLE, PENNSYLVANIA 





‘Warehouse: Bush Terminal 
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TWIN K. W. 


HIOtTstREAM efficiency is due to the splendid combination of the 
scientifically designed quadruple coils of copper and the patented 
Kerogas Wick type burner. Remarkable economy»and rapid heating is 


the result, hot water being delivered on the first circulation. 


Another advantage of Hotstream Quadruplé Coil construction is that 
each coil is comectéd to the brass manifold. with union connectors, thus 
making the replacement of any coil.a very simple matter. 


Hotstream Kerosene Water Heaters are made in 3 types. 


20 K. W. for.average homes. 
20 G. K. for large homes. 


Twin K. W.—double the capacity of 20 K. W. 


Hotstream is the only Water 
Heater licensed to use the 
nationally known 


PATENTED 


KEROGAS 


“* BURNER “™” 


THE HOTSTREAM HEATER COMPANY 


“*Makers of Heaters That Heat’’ 
CLEVELAND, OHIO 


BRANCH OFFICES: 
Louisville, Ky., 111 S. Second St. New York, 210 E. 45th St. Denver, 1715 California St. 
San Francisco, Rialte Bldg. Chicago, 627 Washington Blvd. _ Philadelphia, 6314 Musgrave St 
Detroit, 1045 Wayburn Ave. Toronto, 269 W. Richmond St. Cambridge, Mass., 491 Main St. 


Manvfacturers of a Full Line of Gas and Kerosene Heatere= 
Standard, High Grade Products Built to Give Lasting Satisfaction 
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Vhars Gold » The 





Weather-beaten Prospectors knew there 
was “‘Gold”’ in the hills around Tonopah, 
Nevada—but two 18-year old lads had to 
prove it. 


“Gold is where you find it,” is the old 
prospector’s axiom—but knowing and 
getting are two different things. 





























Many a contractor who is surrounded by a glittering 
vein of ‘“Extra Money’”’ never turns a hand to harvest the 





crop. 
Extra Money or Profit comes from making invested 

You Ought to Read No. 19 dollars multiply their earning power. 

No subject is receiving the serious attention You wouldn’t throw away pipe or fittings because they 
»— ast talaga sochaginae- tear gir chaos cost money—but countless minutes that cost you real 
Contractors who have analyzed these two y e . ; . y' 
items have learned some very profitable money go slinking into the scrap pile every day—unno- 

lessons. ticed—and return not one cent of profit. 
Booklet No. 19 pre- Increasing profit by cutting costs is a sound principle— 
sents, in readable fash- but cost cutting fares best by “adding to” rather than by 


ion, a few of the most 


if % 4 ’”” 
important angles per- cutting out. 


penne Seg Cutting out one man’s time won’t necessarily pay a 
sie i - ae Ob caidas profit—but adding to the volume of work one man can do 
spent on Booklet No. has only one result—lower costs and higher profits. 


19 will return a greater 








poet then heme aad Beaver Self Contained tools cut costs by the “‘Adding 
hours spent in doing to”” method—they add to the volume of work done by 
actual work. You eliminating the loss of minutes which occurs when time- 


ought to read it. wasting tools are used. 


The coupon in the 
aa cnmae 08h tales gone Contractors who have read Booklet No. 19 say they 


oiteisabnes copy promptly. now have a different vision of the relation of time to 
profit. 

Perhaps you’ll have the same experience if you send in 
the coupon for your copy of this booklet. 




















THE BORDEN COMPANY 
510 Dana Avenue Warren, Ohio 
New York Office: 50 Church St., New York City 




















THE BORDEN COMPANY, 

Warren, Ohio. 
Gentlemen: 

I’d like to read booklet No. 19 that presents the 
new slant on the profit possibilities of time. 








Cop) OS rrr rr rer rr rrr rir rer rr ry 


DE 4-9-27. 
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A Letter from 





Nye thin blade cutter wheel, made to 
fit all standard makes of = cutters, and 
guaranteed against breakage in use. 
Made both in smooth and knurled edge. 





Nye No. 2 
GEARED THREADING DEVICE 
mprove 
Capacity 2 in. to 4 in., inclusive. 

Net price complete.............. $50.00 
West of Rocky Mountains........ 55.00 
FREE TRIAL—ABSOLUTELY 
GUARANTEED 





Nye Solid Dies 


The Nye patented feature of removing 
every alternate tooth in the back of the 
die to reduce friction is used in Nye Solid 
Dies. These dies are hardened and tem- 
pered in oil and made of finest tool steel. 








Nye Chasers 


Fit Nos. 1, le-A. and 2 Receding Die 

Stocks. 

No. 1, lin. to 14 in....$ .75 per set net 
Sk eee 1.25 per set net 

No, 2,24 in. to4in..... 3.60 per set net 


Nye Closet Spud Wrench 
NG Si oie vb couse $0.50 
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Harry G. Nye 


April 9, 1927 


To THE PLUMBERS AND STEAMFITTERS 
OF THE U. S. A. 


Friends: 





Well, I see that President Coolidge is going to spend his 
vacation in the West this year, but I don't imagine he 
will spend much else. Sometime I would like to see a 
poker game between Cal Coolidge, John D. Rockefeller and 
Harry Lauder. Of course it would be penny ante, but I bet 
it would be interesting. 


Just the same I wish that some of our legislatures and 
common councils would get the same idea. Every time Andy 
Mellon pays off a bond, some supervisor or somebody slips 
over a couple of new ones. "Hooray!" we yell, "We're 
paying off the war debt!" But all the while the peace 
debt is getting as big as the war debt was. 


In 1919 the federal 
But in 1926 we had 
But wait a 


Here's the figures, in round numbers: 
debt was $25,800,000,000, that's all. 
cut it down to $19,100,000,000. Hooray! 


minute. In 1919 the state and local debt was 
$6,700,000,000. In 1926 it was $12,200,000,000. Not so 
good. Let's see where that leaves us now: 
1919 1926 
Government debt........... $25,800,000,000 $19,100,000,000 
State and local debt...... __6,700,000,000 _12,200,000,000 
WE 66 44 Rw S oo $32,500,000,000 $31,300,000,000, 


Good gosh, we're right about where we were! We are — 
getting out of debt just like the celebrated frog jumping 
out of the celebrated well. The frog, you remember, 
jumped five feet, but every time he jumped five he slid 
back four. We are not doing as well as the frog. But we 
haven't got as much sense as a frog, so why should we? 


But here we have been paying a whopping income tax every 
year, and Lord knows how much we would ‘have paid if we had 
told the truth, and what's the net result? Well, after 
seven years all we owe now is thirty-one billion dollars 
instead of thirty-two. Hooray! 

And it isn't a matter of politics. The government debt 
was reduced under both a Democratic and Republican 
administration, and the local and state debt increased 
under three kinds of administration—-Republican, Demo- 
cratic and skirt. 


Some plumbers are saving money the same way by using cheap 
old-fashioned tools, when Nye tools would: last longer, 
work faster and easier, cut down overhead and increase 
production and profits. Let's not fool ourselves with 


: joy 7 Me 


OTHERWISE KNOWN AS 


THE NYE TOOL & MACHINE WORKS 
MANUFACTURERS OF HIGH GRADE PIPE TOOLS 


4120-30 Fullerton Avenue Chicago, Illinois 


Yours for lower taxes and 
higher—grade tools, 


Copyright 1927 by Harry G. Nye 
All rights reserved, 
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ING A TREASURE ! 


Doe Dreamer thinks — 


It certainly was a job for my good fellows cutting through that annealed brass 
casing, but it was worth it, for we find a new value in our treasure. 

_ THere’s a float of annealed brass filled with a thermostatic liquid which will 

- expand it. A seating pin of hard metal, hydraulic pressed and I see the float 
rest is open on four sides, so’s the water will drain down through the syphon. 
‘That base is of heavy drawn brass and the vent seat is threaded and appar- 
ently brazed in tle valve casing; yes, and there’s a lock collar to keep that an- - 
' nealed brass syphon in place—it should just fit inside a radiator. Say! that gives _ 
me an idea— within chitey. days I'll see just whet flag igs are good 
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All Metal Thermostatic 
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The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


/ battles of today are the history of tomorrow”? 

The “‘little corporal” evidently knew that the 

wars he was fighting at the time would be studied care- 

fully by those who lived in later generations. Now his- 

tory is being made in the plumbing and heating industry, 

and, being as close to it as we are, we are prone to over- 

look the fact that in years to come our successors will 

look to this time as an epoch-making period in the his- 
tory of the industry. 

I am speaking of the new promotional plan of the Na- 
tional Trade Extension Bureau. It concerns every 
master plumber and heating contractor in the country 
just as much as it does the manufacturers and whole- 
salers. To stimulate the interest of the retail end of the 
business, talks are being made at nearly all of the state 
conventions by men prominent in the industry. The 
program calls for better merchandising methods, and 


also opens for analysis the policy of selling material 
without labor, and the tagging of fixtures in wholesale 
and retail showrooms. If you have already attended your 
state convention, you will naturally be interested in read- 
ing the reports of other such meetings to see what the 
consensus of opinion on these subjects is. If your con- 
vention is yet to be held, it will help you to form an 
opinion, and be able to discuss the situation more in- 
telligently. At the conventions already held, these ques- 
tions have come up, and some interesting and instructive 
discussions have been held. 

History is being made—get all the details of it while 
it is still a contemporary subject. This week “Your 
Weekly” is publishing reports of the New York, Michi- 
gan and Missouri state conventions. To keep from be- 
coming too localized, you might also read the report of 
two Canadian conventions, the Ontario master plumbers’ 
meeting, and that of the Ontario plumbing inspectors. 


W ais IT NAPOLEON WHO SAID, “THE 


VERY YEAR ON THE SECOND OF FEBRU- . 


ary the ground hog is said to make his appearance 
and decide the weather’s future according to whether or 
not he sees his-shadow. This myth has been in existence 
for so long that we are becoming more or less credulous 
of it. We all know about the ground hog, but have you 
ever heard of a wood hog? The term is not a synonym 
for beaver, nor is it an animal as one might think. It is 
amachine which chews up wood, and works so fast that 
the claim is made that it can cut up a piece of 4x4, 15 
feet long, in less than a second. The purpose of the 
wood hog is to cut scrap lumber and boxes, etc., up into 
pieces small enough to burn efficiently in a boiler, thereby 


using an otherwise waste product. The story of the 
wood hog, its uses and purposes, is contained in an arti- 
cle by Harry M. Brusman, entitled “Turning Wood 
Waste Into Profit.” It tells how one of the country’s 
large manufacturers has found a way to make waste 
wood into steam. It is an interesting story of an un- 


usual process. 


VERY INDUSTRY HAS ITS LEADERS, AS 

has every army, and the plumbing and heating in- 
dustry is no exception. Very few of us, however, get 
the opportunity to meet these leaders personally, and so 
we really don’t know a great deal about all of the men 
who are at the head of our profession. For the purpose 
of acquainting everyone with these men, “Your Weekly” 
publishes a full page photograph of an association leader 
nearly every week. ‘This page is a good opportunity to 
become acquainted with the various state association 
presidents and National directors and officers. If you 
are planning to attend the National convention in Minne- 
apolis, it will help you to recognize the men who are do- 
ing big things in association work. The pictures are 
published in such a manner that they will make an artis- 
tic framed picture for the walls of your shop. When the 
photo of one of your friends, or your state president, is 
published have it framed. It will add materially to the 
appearance of your shop. 


6¢ EEPING UP WITH THE SMITHS” IS SAID 

to be a popular family sport in this country, but 
keeping up with the times is’ certainly far more im- 
portant. One of the main purposes of a business paper 
in any field is to let its subscribers know all about the: 
new methods of doing things and the new advancements 
being made in its field. “Your Weekly” has always been 
among the first to tell about any method of proved value 
to the industry. Welding is one of the newer develop- 
ments in the piping trades, and is becoming more of a 
factor all the time. This week we are running a story 
on welding, by H. E. Wetzel. It is called “Welding 
Piping in Buildings.” Some owners are becoming inter- 
ested in welding for the piping system because of a be- 
lief in the strength, durability, tightness and economy of 
the joint. The process is developing, and the master 
plumber and heating contractor should certainly keep in 
touch with this department of his trade. 
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Antt- Trust Business has been operating for 


a years in a fog of misunderstanding 
Confus 10M = due to the Sherman anti-trust law. 
Passed to prohibit a combine from fixing exorbitant 
prices on goods sold to the public, this law has never 
been clear in outlining just what business procedure vio- 
lates or does not violate its dictates. This is proved every 
time a case, in which the law’s violation is claimed, is 
brought to court. Various interpretations have been 
made of its meaning. Judges themselves have varied in 
their understanding of what business act is contrary to 
its provisions. 

Take the case of the potters, against whom a decision 
was recently handed down. In the trial no question was 
raised, or permitted to be raised, about the unreasonable- 
ness of prices. No claim was made that the defendants 
ever charged extortionate prices. Here were business 
men who were not certain under the law what they could 
or could not do, and who must now be fined or impris- 
oned for doing what was later interpreted as wrong. 
These men stand out as useful citizens, men of high 
character and leaders in an essential and important in- 
dustry. Certainly it would seem that the financial loss 
and mental anguish caused by the years of trial were un- 
favorable verdict enough for a so-called violation of a 


law which has always been so badly confused. 


One of the expanded activities in 
Show Room , 


the proposed plans for the National 
Advantages Trade Extension Bureau is to make 


the master plumber or heating contractor a better mer- 
chant, and one of the plans to make him a better mer- 
chant is to encourage good-looking, well-kept _ show 
rooms. There is nothing new about such a plan, but we 
have heard statistics which estimate the number of retail 
show rooms in the plumbing business at only 8,000, out 
of more than 30,000 retail plumbing establishments. Re- 
search of our own in one typical city developed the fact 
that only about 35 per cent of the master plumbers there 
had show rooms, and the percentage of those who ac- 
tually made good use of them was not large. 

Now, it would certainly seem that the logical person 
to exhibit plumbing goods that are for sale to the public 
is the master plumber. We appreciate the fact that in 


































cities where wholesalers and manufacturers maintain 
elaborate displays, it is difficult for a master plumber 
to operate a show room which does not suffer by com- 
parison. But a nice show room does not have to be too 
elaborate, and, it is said, it has been the unwillingness of 
the master plumber to show plumbing goods that has 
led these other branches to display their products. 
Experiences of men who have been very successful 
in the operation of show rooms make us feel free to say 
that those who contend that they do not pay have not 
managed them rightly. One argument of one of these 
successful merchants is enough to sell us. It is that once 
a prospect has to leave a plumber’s shop to go to a 
wholesaler’s or manufacturer’s display to pick out what 
he wants, he loses 95 per sent of his idea that that mas- 
ter plumber is the one from whom to buy. In the first 
place, he consciously or unconsciously resents the neces- 
sity of paying that plumber a commission on goods that “| 
the plumber does not even handle. In the second place, 
he realizes that that plumber is only one of many whom 
he can get to do his work, and he is encouraged to ask 
for bids—to shop around for a price. Contrast that with 
the experience of walking into a plumber’s “store,” want- 
ing a certain fixture, having the opportunity to look over 
several and choosing right then and there the piece he 
needs—justified in his original idea that he has gone to 
the place where he can see and get what he wants. 


One of the things that a man should 


Ketaining take with him to a convention is a note 
Ideas hook and pencil. And he should use 


them to keep notes of ideas which he picks up. Practi- 
cally every word a good speaker utters is packed full of 
worth-while ideas, and as they strike the listener he 
should put them down, for very few memories can retain 
everything. Then, too, many things worth remembering 
are picked up in conversations outside the convention 
hall. By the time a three-day convention has ended, a 
delegate has heard every conceivable kind of a subject 
discussed, has learned a new trick from a friend, has 
been advised to follow up a certain plan—and unless he 
has made some provision for remembering them all, he is 
going to reach home with his mind too full to separate 
the ideas he has gathered and get to work on them. 
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Kansas Selects Hutchinson Master 




























































_ HUTCHINSON KANSAS 


President, Kansas State 
Association of eMaster Plumbers 


1927-28 e 
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Threshing Scene 


in Great Kansas Wheat Fields. 












































Fig. 1.—Showing valve connections; a right angle branch welded in place, and an extension of a line at a 


reduced diameter : _ 





Welding Piping in Buildings 


By H. E. WETZEL 


tively old. But its field has recently been extended 

to the welding of piping systems in buildings, Al- 
most simultaneously, from different sections of the country, 
have come reports of building piping installations made 
with the aid of welding tools. These indicate that rapid 
strides are being made with this development which is so 
vitally interesting to piping contractors because it affects 
their work, procedure and processes. 

The welding process has been used for some years a8 an 
important and accepted means of fabricating piping in the 
shops of individual companies and pipe lines in the field. 
That it has proved successful and economical in these ap- 
Plications predicates its advantages in the building indus- 
tries. The men who specify welding for pipe lines and 
Plant piping are usually the owners themselves, who, being 
free to chose their own methods select the welded pipe 
joint because of strength, durability, tightness and econo- 
my. But the men who propose welding of building piping 
are subject to the desires or specifications of the owner, 
architect or engineer of the building. 

To this condition can probably be attributed the fact 
that the practice of welding building piping is only at this 
time getting into full swing. The authorities mentioned 
had to be convinced and they have been convinced. The 


Tere APPLIED science of pipe welding is compara- 





passive interest heretofore shown by these authorities in 
the welded pipe joint was probably largely due to lack of 
complete information on the subject. One engineer, for 
instance, thought a branch was welded to a main line by 
cutting a hole in the main line large enough to permit en- 
trance of the branch which was then welded in without 
knowing its amount of projection into and consequent ob- 
struction of the main line. On the contrary, however, the 
branch is not inserted into the main line. The procedure 
in making a branch connection is to shape out the end of 
the branch pipe with a cutting blowpipe so that it will fit 
the contour of the main pipe. Then the branch is butted 
up to the main and the latter marked by chalking around 
the circumference of the branch. Next a hole is cut in the 
main line inside of the chalked circle but equal in diameter 
to the inside of the branch. Finally both the hole in the 
main line and the end of the branch are beveled, fitted 
and welded, giving the equivalent, so far as internal pipe 
friction goes, of a cast fitting. A little investigation will 
show the advantages of welded piping. 


STRENGTH OF WELDED PIPES 
HE WELDED joint is stronger than any of the types 
$y threaded joint. This is manifest when one con- 
siders that in threading a pipe its wall is appreciably cut 








20 DOMESTIC ENGINEERING 


into, thus reducing its transverse strength, in some cases 
as much as 50 per cent. In the case of the welded joint, 
however, especially where the weld is built up, the strength 
at least equals and can be made to exceed the strength of 
the wall itself. 

Installation time and expense are saved when piping is 
welded. Consider the advantage of taking standard 
lengths of pipe to the job, then merely putting them in 
position, cutting and fitting them with the cutting blow- 

















Fig. 2.—Thir joint, which would be complicated with screwed 
fittings, is easy when accomplished by welding 


pipe, then welding adjacent lengths together. All thread 
cutting, leading, packing and caulking is avoided. Also, 
the use of the welding process for this work obviates the 
necessity of a very detailed piping layout and the necessity 
of using a specifically marked length for a certain loca- 
tion. 

The direction of run of the pipe line can be altered at 
will. It is merely necessary to cut butting ends to the de- 
sired angle with the cutting blowpipe then weld them to- 
gether. Special fittings are unnecessary. 


—— 











Fig. 3—Welded joint in a pipe line at a point where the 
diameter of the pipe is reduced 


In fact, no fittings are necessary other than valves and 
those which can be readily fabricated on the job from the 
pipe itself. This fact also has a material effect on the cost 
in that the expense of the cast fittings is avoided. Fur- 
thermore, since the use of fittings is avoided the weight 
and hence the handling time and cost of the piping is 
materially decreased, especially in power installations. 

The corrosion which usually takes place at threaded 
joints and the leakage at gaskets and threads of flange 
connections, is avoided when pipe joints are welded. 
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The weld, when built up, makes the joint the thick- 
est part of the pipe line and therefore the part which 
offers most resistance to corrosion. Hence, the life of 
an all-welded pipe line is determined only by the life of 


the pipe itself. 

Alteration of piping cen be readily handled. 
ample, take the case of adding a branch to a main line, 
The work required consists merely in cutting a hole in 
the main line with the cutting blowpipe, then welding the 
branch to the main line. Contrast this with the work re- 
quired should the job be handled with screwed connections, 
A whole length of pipe would have to be removed, cut 
and threaded, the branch connection threaded and the 
three resultant ends joined by a cast ‘‘T’” connection. In 
other words, two joints to break, two cuts to make, three 
threads to cut and finally five joints to make. Again, sum- 
marizing the welding method of doing the job—two cuts 
to make and bevel and one joint to weld. 

Another good feature of welded piping systems is their 
appearance. They present a smooth continuity of line un- 
broken by joints or fittings. And when it is necessary to 
cover such a line, the insulating jackets can be kept uni- 
form. Large flange covers are obviated. 

In all, the advantages of welding building piping are 
summed up in the following statements. Strength is in- 
creased. Close work and numerous branch connections are 
easily handled. The cost of thread cutting and fitting is 
done away with. The added weight of fittings is avoided, 
thus reducing handling costs. Corrosion which usually 
takes place at threaded joints is insured against as is also 
leakage at threads and gaskets. So it can be readily seen 
that the use of welded piping in buildings is both eco- 
nomical and practical. 


For ex- 





CLINKERS IN COAL 

A co-operative investigation for the purpose of deter- 
mining some property of coal ash susceptible to reasonably 
accurate measurement in the laboratory which would serve 
as an index to its clinkering characteristics in boiler fur- 
naces has been undertaken by Carnegie Institute of Tech- 
nology and the Bureau of Mines, Department of Com- 
merce. The importance of a solution of this problem to 
consumers and producers of coal is obvious. 

Seven coals, having ash-fushion temperatures ranking 
from 2070 to 2930 deg. F. were selected for comparative 
burning tests in a specially designed hand-fired furnace 
with a circular grate 20 inches in diameter and water- 
cooled iron walls. The furnace was so arranged that the 
air supply could be accurately controlled and measured; 
likewise temperatures could be observed at various points 
in the fuel-bed. Tests were made at 20, 30, and 60 
pounds of coal burned per square foot of grate-area per 
hour, and in certain tests the fuel-bed was occasionally 
stirred. Observations on clinker formation were made 
during the tests, and after completion the percentage of 
ash fused into clinker was determined. These observa- 
tions and determinations were then compared with the 
fusibility of the average ash of the coal fired and also 
with the fusibility of the intrinsic ash of the coal. ‘The 
inherent intrinsic ash is that which is intimately mixed 
with the coal substance and which cannot be removed by 
coal-washing processes. 





Typewritten, Printed, or Rubber-Stamped Signatures 

No doubt an individual or corporation may adopt or 
authorize the execution of documents by a typewritten, 
printed, or rubber-stamped signature, and, if its adoption 
or the authority is shown, it is bound by its signature.— 
U. S. District Court, in Tabas v. Emergency Fleet Corpora- 
tion, 9 Federal Reporter (Second Series), 648. 
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HAT progressiveness is 
IT ite keynote of the ac- 
tivities of the New 
York State Association of 
Master Plumbers, was again 
proved during the annual 
convention of that body, held 
in the Hotel McAlpin, New 
York City, on March 29 and 
30, the principal proof being 
the decision of the assem- 
bled masters that more edu- 
cation for association mem- 
bers would be a desirable 
thing, this decision leading 
to the approval of a three- 
day short course on plumb- 
ing at New York University 
next fall. 
The principal 


passed near the conclusion 
of the two-day session was 


resolution 





New York Plans Three Day Short Course 


mechanical 
equipment from general con- 
tracts. New York State, like 
many of the other states, has 
laws requiring that this be 
done in state and municipal 
work, but masters are con- 
tinually faced with the sub- 
letting of plumbing and heat- 
ing contracts when doing 
private work. The discus- 
sion led to the adoption of a 
resolution directing the in- 
coming officers to try to 
bring about the separation 
of mechanical 


contracts for 


equipment 
from the general contract on 
private work throughout the 
state, further asking them to 
confer with heating and elec- 
trical trades with a view 
toward concerted action. The 





one endorsing a plan by offi- 
cials of this New York City 
institution to hold a three- 
day short course on plumb- 
ing. The association pledged 
hearty co-operation with the 
educators, and provided for the appointment of a commit- 
tee from the association to consult with university authori- 
ties in regard to the dates and to the subjects to be dis- 
cussed. This action came after Dean Collins P. Bliss and 


Top: Albert J. Wilson, San Francisco, president, National 
Association of Master Plumbers; Martin W. Utz, Rochester, 
president New York Association.—Bottom: 
Welch, Bronx, retiring state president; Thomas F. Nolan, 
Albany, vice president, National Association of Master 


Plumbers 








officers were directed to also 
communicate with local as- 
sociations and ask the local 
bodies to work in their own 
communities. The conven- 


tion further ordered its state 
leaders to communicate with the national association, ask- 
ing the parent body to direct its efforts toward the same 
results in a national way. 

The masters also entered the fight against a bill that 


Stephen H. 





Delegates and guests at the New York state convention, held at the MecAlpin Hotel, New York City 


Professor Walter S. L. Cleverdon had outlined to the 
gathering what the university hoped to do, and Dean C. B. 
Connelley, in charge of the course at Carnegie Institute of 
Technology, had heartily endorsed the plan and had offered 


the co-operation of the institution which he represents. 


ADVOCATE SEGREGATION OF CONTRACTS 

DUCATION was only one of several things considered 
kK by the convention. Considerable attention, for in- 
Stance, was devoted to the question of the separation of 





has passed both houses of the state legislature, and which 
now awaits the signature of Governor Alfred Smith. This 
act, known as Senate Bill 1729, amends the public service 
commission law pertaining to the installation of appliances 
and devices, giving that commission control over the in- 
stallation of all devices, and in effect takes the control 
over the installation of plumbing away from boards of 
health, plumbing inspectors, and others qualified to pass 
upon sanitary regulations. The resolution adopted put 
the convention on record as disapproving of the bill, and 
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provided for the appointment of a committee to ask the 
governor for a public hearing on the bill at which the 
committee can state the masters’ reasons for opposing the 
sweeping provisions of the act. 


ADOPT RESOLUTIONS ON SANITATION 


FOURTH resolution referred to sanitation in many 

of its aspects. Adopting recommendations made in 
the report of Chairman John D. Cooley of the sanitary 
committee, the convention went on record as favoring, 
first, the urging of the proper authorities to do all in their 
power to eliminate the pollution of potable waters in the 
state; second, a more rigid examination of public comfort 
stations; third, the using of all possible influence to make 
it mandatory for supervisors of the various counties to 
adopt some sort of a sanitary code which will give master 
plumbers proper protection and which will provide a more 
rigid examination of toilet accommodations of hotels, 
boarding houses and public places. 

The fifth and final resolution passed by the convention 
made a change in the selection of zone delegates, pro- 
viding for the appointment of these zone representatives 
by the state president in place of the former method of 
election by the delegates to the convention. 

















Top picture: Mathew J. Kennedy and Frank B. Lasette.— 
Middle picture: Samuel F. Wilson, Newark, N. J.; William G. 
Bergner, secretary N. T. E. B.; Thomas F. Nolan, Albany.— 
Lower picture: Police Commissioner William J. Flynn, Bronx; 
Professor Walter S. L. Cleverdon, New York University; Dean 


Collins P. Bliss, New York University; Dean C. B, Connelley, 
Carnegie Institute of Technology, Pittsburgh, Pa.; Stephen H. 
Welch 


MANY NOTABLES PRESENT 

HE convention was a notable one in many respects. 

Probably never before since the organization of the 
association two score years ago, has a greater delegation 
of men high in the councils of the master plumbers been 
in attendance. National President Albert J. Wilson, and 
National Secretary Alexander Coleman of San Francisco 
had traveled the entire length of the continent to attend 
the sessions. New York State had its own Thomas F. 
Nolan of Albany, national vice president, there. William 
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J. Lang of Chicago, national director, * .s presen: to tel] 
of the coming national convention. Twp other national 
directors who are also past national presidents—Henry R, 
Longley of Wilmington, N. C., and Samuel F. Wilson, 
Newark, N. J., were in attendance. 
rector in attendance was Crist F. Troutwine of York, Pa, 
and of course Jere L. Murphy, Manhattan’s representative 
on the board of directors, took a prominent part. Frank 
Lasette, past national president from New York City, was 








Top picture: William J. Lang, Chicago; C. F. Troutwine, 

York, Pa., national director; H. W. Hammersla, Harrisburg, 

Pa., secretary, Pennsylvania state association.—Lower pic- 

ture: Ira Morris, executive secretary, Newark, N. J., assoc’s- 

tion; A. Taaffe, New Jersey state secretary; Walter Grub, 

president, New Jersey state association, Wilbur Dosher, Wil- 
mington, N. C. (kneeling) 


another notable, as were Wilbur’ Dosher of Wilmington, 
N. C., past national secretary; John A. Quinn of Philadel- 
phia, chairman of the national apprenticeship committee, 
and Frank Fee, chairman of the scholarship committee. 
Past state presidents, including I. J. Brown of Manhattan, 
Frederick Fladd of Rochester, Mr. Lasette, Mr. Nolan, 
Mr. Murphy, Thomas E. O’Brien of Brooklyn, William J. 
Flynn of the Bronx, M. J. Kennedy of Brooklyn, August 
Ebke of Buffalo and Alex Auchinachie of Binghamton, 
were also present. 


MARTIN UTZ NAMED PRESIDENT 
ARTIN UTZ of Rochester, former vice president, 
was chosen by his associates to lead the association 
for the coming year, his selection being unanimous. The 
new vice president is George Frank of Buffalo, former zone 
delegate, and Mr. Utz selected as his secretary for the 
year Edward G. Snyder, also of Rochester. John J. Dixon 
of Brooklyn was re-elected treasurer. Zone delegates, 
heretofore elected, will be named by the new president. 
The convention got under way Tuesday morning, with 
President Stephen H. Welch of the Bronx in the chair. 
President Welch’s first act was to invite the distinguished 
guests to the platform, then Commissioner William J. 
Flynn of the Bronx gave the address of welcome, ending 
with the presentation to Mr. Welch of a gavel, the gift of 
the state president’s own local body. Then, after Mr. 
Nolan had made the response, the president appointed his 
committees. They were: 


Another national di- 
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Resolutions: ©.“homas E. O’Brien of Brooklyn, Frank B. 
Lasette of Manhattan, and Louis Yauchzi of Rochester. 
Credentials: F. V. DeForest of Schenectady, John Harper 
of Rome, Roy Wilson of Buffalo and Thomas Hennessey 
of Oswego. Auditing: John Cooley of Manhattan, James 
H. Doody of Albany and Thomas Edgerton of Brooklyn. 
Sergeants-at-arms: Anthony Platt of Bronx and Mr. 
Southard of Patchogue. Souvenir: Jere L. Murphy. 

President Welch then revived the old custom of intro- 
ducing the past presidents present, ten former leaders 
speaking briefly, these gentlemen being followed by Na- 
tional President Wilson and Messrs. Longley, Coleman, 
Lang, Dosher, Troutwine and Samuel F. Wilson, all being 
greeted enthusiastically by the three hundred people in 
the hall. 

Greetings from B. Joseph O’Donnell, of the National 
Trade Extension Bureau and John E. Dugan of Albany 
were read by Reading Clerk Malcolm Walsh as the first 
item on the afternoon’s program, the former expressing 
his hope that the state would organize a women’s auxiliary. 
Then Dean Bliss of New York University was invited to 
outline the plan for the short course, which was later 
adopted. Dean Bliss lauded the work being done at the 
University of Illinois, Carnegie Institute of Technology 
and Massachusetts Institute of Technology. He told his 
hearers that 17 subjects of interest to master plumbers 
were under consideration, and that those selected as most 
important would be touched upon during the three days. 
These subjects include practical hydraulics, plumbing prob- 
lems in tall buildings, chemistry and physics of plumbing, 
gas heating, business and salesmanship, commercial law 
and the plumber, plumbing and public health, venting and 
drainage systems, sewage purifications and bacteriology, 
plans, installations and purchasing, insulation against heat 
and cold, corrosion in pipes, economics and ethics of the 
plumbing trade, ventilation, underground waters of the 
United States, pressure system of hot water heating, and 
welding. ; 

“You men as a class are doing perhaps more than any 
one other group to make living worth while,’’ he told the 
assemblage. tie pleaded for co-operation, and said it is 
his belief that his associates could work out something of 
value to the masters if they would work together. The 
speaker emphasized the fact that the university’s invita- 
tion Was extended not only to the plumbers of New York 
State but to others within reasonable distance from New 
York City. He then introduced Professor Cleverdon, who 
has worked with many masters in New York City on 
plumbing problems, who explained more fully what it was 
hoped to accomplish at the course. The professor stated 
he realized the difference in what various masters had to 
do, that the problems of the big city plumber are different 
from those from smaller centers, and explained that the 
course will be so divided that the masters can select those 
branches of the work that most interest them. 

Enthusiastic approval of the idea was voiced by Dean 
Connelley of the Carnegie Institute of Technology, who 
told the masters that at Carnegie they had already tried 
out what N. Y. U. was attempting and found it well worth 
While. “The only difference is that it took us 18 months 
to get it started at Carnegie,’’ Dean Connelley stated. ‘‘Re- 
member, it is a case of reciprocity,’’ he pointed out. ‘‘We 
have found that the plumbers helped the instructors as 
Much as they helped the plumbers.” The dean advocated 
the printing of all discussions so that the pupils could 
tefer back to them at later times. He closed with a pledge 
of co-operation with the New York authorities. 

Frank Fee lauded the New York University authorities, 
Saying he had been working with them for four years, 
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and asked to pay a tribute to the three men, Bliss, Claver- 
don and Connelley. He warned the masters that they 
would have to set a high pace if they desired to keep up 
with the progress the trade has made during the past five 
years. He then introduced the resolution of approval, 
later adopted, which is mentioned earlier in this report. 


TELLS MINNEAPOLIS CONVENTION PLANS 


R. LANG believes the national convention to be held 
M in Minneapolis will be the largest in the history of 
the national association, and one well worth attending. 
He told of the many plans for entertainment, of the won- 
derful exhibit, which will net the association $50,000 this 
year, and he thinks it should bring in $75,000 next year 
and $100,000 the following year. He urged the New York 
state masters to come out in full force. The speaker, who 
has charge of the exhibit and entertainment, mentioned 




















Top picture: Anthony Platt and W. F. Ebner, of the Bronx; 
W. R. Lucus; Louis Dohm and A. F. Seargent, both of Matti- 
tuck, L. I—Middle picture: Group of delegates from Long 
Island.—Lower picture: Group of delegates from Westchester 

County 


the model plumbing shop that will be set up, told of the 
Standard Sanitary Mfg. Co. band and Kohler Co.’s band 
which will be present, the $1,800 opera star who will en- 
tertain, and explained tthe innovation of inviting 15 of the 
leading manufacturers to attend a banquet with the presi- 
dent, past presidents and national directors. He urged 
the plumbers from the smaller towns to attend, emphasiz- 
ing the fact that the national association needs the master 
from the smaller locals and they need the co-operation of 
the national body. Other plans for the convention include 
talks by Colonel Archer of the National Trade Extension 
Bureau for two weeks in advance of the meeting, including 
the use of radio station WCCO, together with elaborate 
schemes for the entertainment of delegates and visitors. 
Mr. Lang also mentioned the fact that the Illinois State 
Association of Master Plumbers had passed a resolution 
giving the national board of directors the right to change 
(Continued on Page 77) 








Turning 


WoopD WASTE 
into Profit 
By HARRY M. BRUSMAN 


"Te LARGER manufacturers of the country are 
spending thousands of dollars each year in research 
work. When an average man thinks of research 
work, he immediately pictures a number of men engaged 
in inventing new articles to manufacture or improving 
old ones. That is true to a certain extent but research 
work covers a larger field than this. 

One of the most fertile fields for research work is the 
lowering of production costs. Without this kind of re- 
search work, the modern cash register would cost double 
what it does today. The engineers at the National Cash 
Register Company are constantly at work not only on im- 
provements in the product but in economies of production, 
conservation of material, man-power, fuel, etc. 

The best sellers today in books of fiction cannot surpass 
in interest the accomplishments of modern industry. Not 
because modern industry is producing new and wonderful 
things, but because of the many interesting things that 
are being done to reduce the cost of production. It is not 
enough today to produce a good article, but a constant 
endeavor is made to produce that article better or cheaper. 
“The survival of the fittest’’ means the same thing today 
as it did when man was carrying a spear and a stone 
hatchet, when not only his living, but his very life de- 
pended upon his cunning and strength. 

And so it is today. The man who is producing, be he 
manufacturer, farmer or miner, must take advantage of 
every economy or some ruthless fate will overcome him 
as it did his ancestor of the stone age. An open mind 
and an open eye is what the modern manufacturer needs. 
What is good today may be poor practice tomorrow. You 
may be wasting now what will be your profit in the future. 
Conservation is the rule. Up until a short time ago, the 
National Cash Register Company was paying a contractor 
to remove the wood refuse, sawdust and shavings from 
the woodworking department, the scrap lumber, boxes, 
barrels, etc., from the factory. It was up to this con- 
tractor to dispose of this waste material daily, as storing 
was out of the question. 

Some years back, this was a very profitable business as 
most of the sawdust and shavings were sold as bedding 
for horses, the wood waste as kindling, but with the in- 
creasing use of the automobile and gas stove this demand 
has ceased almost entirely. 

This loss of market naturally increased the direct cost 
to the company of removing and disposing of this waste 
material and made necessary some way of reducing this 
expense. An accurate check was made of the wood waste 
from all sources and the amount that accumulated was 
unbelievable, approximately one hundred and ten tons per 
week, divided as follows: 


Sawdust and GRAVINGS .......ccsccccs 60 tons 
WORE BORD THO AU oon cs ccecceaes .27 tons 
OE ENON CUR ois eos 40506 sabe eo 10 tons 
Paper, excelsior, straw, etc.........c.e- 9 tons 
UENO wn boned ow bwnd ee bau 4 tons 
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This machine was installed and does the work 
perfectly, cutting boards, 2x4’s, maple blocks, 
old flooring and wood refuse of any kind into 
chips not much larger than a dime and at a 
lightning speed. Nor is it necessary to remove 
the nails that may be in the wood refuse as the 
machine separates this metal on the discharge 
side of the machine and several nail kegs are 
filled daily. All the wood refuse is delivered to 
a room directly above this hog and is fed in by 
gravity. This cutting machine, or hog as it is 
called, is built in hopper shape, the inlet on the 
top and the outlet on the bottom. The center 
or revolving part of the machine consists of a 
core to which is fastened a series of knives. 
This core revolves at 1,200 revolutions per 
minute and will reduce a 4-inch x 4-inch, 15 ft. 
long, into chips in less than a second. One 
crash and the 4-inch x 4-inch is gone. A 50-h.p. 
motor drives this machine. 

The discharge pipe, or to be correct, suction 
pipe, from the hog is flattened out and trapped 
after leaving the hog. A slot about 2 inches 
wide, the width of the pipe, is left open at the 
bottom of the trap. The nails and metal drop 
from this slot into a pit. The chips go on 
through a suction fan and are discharged into a 
cyclone receiver located directly above the 
charger room. From this receiver they go by 
gravity into the charger. 

The next part of the problem was to deliver 
(Continued on Page 71) 





THREE PROBLEMS SOLVED 


aa the entire 
amount was combustible, 
but how to reduce it to burn- 
able size and deliver to the 
boilers economically was the 














big question. A number of 





methods were considered. The 
one finally adopted was to cen- 
tralize all this material in the 





woodworking building where 
the bulk of the waste is pro- 
duced, convert same when nec- 
essary, to sawdust and chips, 
and in some manner convey it 
tothe boilers. The boiler room 
is located on the opposite side 
of a main thoroughfare and 
1500 feet distant from the 
woodworking building. 

This decision divided the 
Problem into three parts; one 
to reduce the wood refuse to 
sawdust and chips; one to de- 
liver it to the boiler room to- 
gether with the sawdust and 
shavings from the mill, and 
last but not least, to turn this 
material into steam. A num- 
ber of ways for handling the 



























































wood refuse were considered, 
shredding, crushing, making 
gas, etc. It was finally de- 
tided that a machine called a 
Wood hog would deliver the 
800ds, 































































The class will now study a new 


Study and copy layout in this problem; draw in the proper connec- 
tions and send us your solution. It will be analyzed by the School- 


master and discussed by him in an article appearing a few weeks later. 


—PLUMBING PROBLEM— 





















ent than in any of the problems that have pre- 
ceded it. Just what the results will be we do not 
quite know, but we anticipate some interesting drawings. 

We have given the floor plans for a four story structure, 
but have given no cellar plan, and it will therefore be 
necessary to do nothing more than bring each stack down 
below the first floor, without connecting it to. the house 
drain. 

It is to be noted that while we have given complete in- 
formation on the plans, as to the number, nature and loca- 
tion of fixtures, we have located none of the stacks. We 
are going to let you show your own stack locations, and 


W: ARE giving you in this problem something differ- 


having done this, then complete the “‘skeleton”’ elevation, 
showing a complete plumbing elevation based on the plans, 

When you send this problem in for publication, please 
send your floor plans also, showing your stacks. To fur- 
ther help you, we have numbered the third and fourth 
floor fixtures on both plans and elevation. We have not 
done this on the plan for the first and second floors, as it 
might lead to confusion, from the fact that the one plan 
represents two floors. 

We want to caution you in this work against changing 
locations of fixtures, either in the elevation or on the plans, 
as it makes much extra work in making the illustrations, 
and furthermore does not follow out the purpose. 
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These plans would produce a good isometric elevation, to send in, if any of you prefer to work out the problem 
and we would welcome as many such elevations as you care in that way. 
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Floor Plan— Third Floor 
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Michigan Refers T.E.B. 
Program to Directors 


Board will have power to act for 
Association; women form Auxiliary 



























helps was the 35th annual convention of the Michi- dent of the Michigan State Association of 

gan State Association of Plumbing and Heating Deal- Plumbing and Heating Dealers, and A. H, 
ers, held in Flint, Michigan, on March 29 and 30, that the Snyder, Detroit, newly elected vice president 
delegates voted to make next year’s meeting a three- ot Re Eee 


day affair. Every minute at the Flint meeting was well 
spent and enjoyed, but two days left much unasked and recommended to the government census bureau that it 
unsaid, so full of interest was every item on the program. classify, in the next census, the women of the land as 
However, there was time to consider and refer to the “home makers” and at the time of taking the census, 
incoming Board of Directors several matters of import- survey the sanitary conveniences in every home; it re- 
ance. One was the convention’s endorsement of the en- quested manufacturers of heating boilers to rate their 
larged program planned for the National Trade Extension products more equitably; it voted that, after next year, 
Bureau, in regard to which the incoming officers will have it send the vice president and secretary to the Presidents’ 
power to act for the Michigan Association when donations and Secretaries’ Conference held by the Trade Extension 
are requested. The resolution authorizes a contribution Bureau, inasmuch as, shortly after this conference, it is 
from the state, should the board see fit to make one, up to. the association’s vice president who generally becomes 
$500; and W. A. Decker, Grand Rapids, in explaining the president and needs the benefits derived from the con- 
resolution to the delegates, said that if the bureau’s pro- ference; and, to get its zoning plan in operation, it voted 
gram required more from Michigan, the board of directors that the local associations pay, pro rata, the expense of 
was authorized to act in the best interests of the associa- holding zone meetings. 
tion. Another matter referred to the board was the advisa- 
bility of appointing a state trade relations committee to NEW OFFICERS 
meet with a similar committee representing Michigan J. HUGHES, Bay City, was elected president for 
wholesalers, and another was the question of employing a W e the coming year. A. H. Snyder, Detroit, was 
full-time state organizer. made vice president. The directors named were F. P. 
The ladies formed a state auxiliary; the association Schmidt, Grand Rapids; John Watson, Port Huron; W. J. 


O INTERESTING and productive of good business : 
W. J. Hughes, Bay City, newly elected presi- 
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Group picture of those in attendance at the thirty-fifth annual convention of the Michignn State Association of Plumbing 
and Heating Dealers, which was held in Flint 


28 


























ted 


for 
was 





DOMESTIC ENGINEERING 
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fit for handle. 

















K 900S 
RE-NI) Double Sink Faucet 
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S M LI ( ‘ Donora RE-NU Lavatory Fitting 
K710S$ Short Spout K711S Long Spout 


“Standard” RE-NUJ Fittings Have Only One 
More Part Than Regular Compression Work 





XACTLY the same principle is shower fittings to give the greater 
used in “Standard” RE-NIJ Fit- | water volume needed. 
tings as in ordinary compression 
faucets. The only difference is that 
the threads and the seat are in the 
RE-NIJ barrel instead of part of the 
main casting. 


One extra part—the RE-NU barrel 
that is all there is to the RE-NU Fea- 


ture. But it is a vital part that 
means that a fitting can be made 
practically new at small cost instead 
This barrel is made of bronze so of replaced. 


that its threads and seat withstand 
The “Standard” RE-NU Feature 


a maximum of wear from use and k . ; It land 
from sand particles. It pulls out easily WOE OU mt PRAE. 1 an oneal 
tracts. It makes and keeps frienas. 


so there is no danger of wrecking ; ‘ . : 
It is a real business builder. That is 


the fitting while trying to fix it. : 
. why you should give your cus- Combination Ne. 22 
The RE-NU barrel shown above is tomers ‘Standard RE-NU Fittings. — Gonsists of K300 RENU Bath Fit- 
used in sink and lavatory fittings. Your Wholesaler carries them, of ting and K 200 RENU Shower with 


i i brass connecting pipes between 
A larger one is used in bath and course. aeaey a + el 
Standard Sanitary Mfg. Co. 
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~ want a drain cleaner — 


—DESOLVO. 


92 TERMINAL WAY 





J ust one word may be all 
your customer says, yet 
that’s enough for you to 


understand when they 


if they say DESOLVO. 


Or on a rush job when 
they “leave i to you” 
just one product will do 


NOT SOLD THROUGH GROCERS. 


THE CHAMBERLAIN CO. 





PITTSBURGH, PA. 





20% More 












Practically 
No Fumes 








PITTSBURGH, 





_— and Drain 


Pipe Cleaner : 
NET WEIGHT 16 OZ 
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Phillips, Royal Oak; and Joseph Miller, Flint. The asso- 
ciation’s delegate to the national convention will be W. 
A. Johnson, Kalamazoo, state secretary-treasurer. Glen 
Seeley, Pontiac, was elected alternate. 

Bay City, the home of President-elect Hughes, will have 
the 1928 convention. 


COMMITTEES 
HE convention opened with President Frank H. Dains, 
4 ror in the chair. After addresses of welcome by 
the mayor of Flint and by Melvin Shetler, president of the 








Top picture: John Rudnik, G. J. Huneman, L. Overbeck, Ben- 

jamin Powers, W. Lindemulder, all of Grand Rapids. Lower 

picture: F. B. Lent, A. H. Hess, J. McKenzie, William J. 

Brenske, C. J. Heidger, F. B. Kren, all of Saginaw.—At the 

convention of the Michigan State Association of Plumbing and 
Heating Dealers, at Flint 


Flint Master Plumbers’ Association, Mr. Dains appointed 
his committees. On the auditing committee he placed W. 
H. Haken, Pontiac, J. D. Claypool, Battle Creek, and 
F. P. Schmidt, Grand Rapids; on the resolutions commit- 
tee, John Watson, Port Huron, William Hughes, Detroit, 
and E. V. Merrill, Saginaw; and on the credentials com- 
mittee, Floyd Long and John Miller, both of Flint, and 
Bruce Wigle, Detroit. He made Gus Engelhart and Wil- 
liam Ames, both of Flint, sergeants-at-arms. 

Then, after W. A. Johnson, secretary-treasurer, had 
read his report as delegate to last year’s national conven- 
tion and his annual secretary’s report, President Dains 
gave an account of his year’s activities. He praised highly 
the Presidents’ and Secretaries’ Conference at Evans- 
ville, Ind., and reported it in detail. It was his sugges- 
tion that the vice president be the one to attend these 
conferences instead of the president. He explained to 
the delegates the progress on the state plumbing code. 
It is now in the hands of the state attorney general, he 
said, for drafting into a bill, and it will be presented to 
the legislature and championed by a representative who 
is held in high esteem. Mr. Dains stated that he believed 
the bill had a good chance, and he urged the delegates 
to work on their respective representatives in the legisla- 
ture in an effort to enlist their support. 

He read a letter from W. J. Lang, manager of the Ex- 
Position Bureau of the coming national convention, in 
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which Mr. Lang stated that the convention at Minneap- 
olis in June would surpass all previous conventions and 
urged the Michigan delegates to attend. Programs for 
the convention were passed out and President Dains stated 
that he would appoint a “booster committee” for the 
national meeting. A representative of the Chicago and 
Northwestern Ry. was present and told of the special 
train to Minneapolis, which has been reserved by the 
Detroit members. Other Michigan delegates were invited 
to join them. 


THE TRADE EXTENSION PROGRAM 


HE complete plan of enlarging the activities of the 
gree Extension Bureau was explained by W. K. 
Glen, advertising manager of Crane Co., Chicago. As 
presented before in ‘“‘Domestic Engineering,” the plan is 
to increase the bureau’s budget to $500,000 a year, with 
which the industry will conduct a national advertising 
campaign, co-operate with the General Federation of 
Women’s Clubs to put “running water in every home,” 
make the retailer a better merchant, increase apprentice- 
ship activities, establish new quarters for the bureau, and 
try out a test city campaign. 

Mr. Glen took up each of these activities, and explained 
that the special attention to be paid to making the master 
plumber or heating contractor a better merchant would 
be an effort to put in to general use six merchandising 
principles. The first one, he stated, was the pricing, in 
plain figures, of display fixtures. He told of the resolu- 
























Top to bottom: Mrs. and Mr. 
“Sy” Martin, H. P. Martin & 
Sons Co., Owensboro, Ky., H. E. 
Mesnard, and D. G. Kalisch, De- 
troit (“Me and Hank” named 
after the characters in the fa- 
mous “Domestic Engineering” 
Dolan & Olson 
stories). Mrs. 
and Mr. J. B. 
Cain, Detroit.— 
At the Michi- 
gan state con- 
vention at Flint 





tion passed by 
the Central 
Supply Asso- 
ciation at its 
last meeting, 
recommend- 
ing that fix- 
tures on display in retailers’ 
and wholesalers’ show rooms 
and windows be tagged with 
net prices. The second, he 
continued, was selling goods 
without installing them, 
a proposition which he said, 
was being discussed pro and 
con but which, he believed, could be worked out in some 
harmonious fashion. The third was to promote more 
retail ‘“‘stores,’’ the fourth was keeping stores clean; the 
fifth was more and better retail contact with the public; 
and the sixth was the partial payment plan of selling. 

In regard to the raising of the $500,000, Mr. Glen said 
that the money was not coming in as fast as hoped for, 
when he left home for this convention less than 50 per 
cent having been actually subscribed. He complimented 
the National Association of Master Plumbers on its gen- 
erosity in giving a large share of its revenue to the Trade 


(Continued on Page 35) 
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THE MORE BEAUTIFUL 
CORTO 
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INSTITUTE 


HEATING 
‘ 


The American Radiator Company 
rises to a new height of manufactur- 


ing excellence with the presentation of 
the more beautiful CORTO Radiator. 


All the wealth of resource and ex- 
perience of American Radiator Com- 
pany has been concentrated in the 
perfection of this, the most beautiful 
and effective radiator. 


It is a reversion to the idea that 
practical things should be beautiful as 
well as useful. 


OF 


This aim is brilliantly realized in the 
more beautiful CORTO. 

It takes its place among the finest 
products of American industry— 
a vivid demonstration of American 
progress in the industrial arts. 


Costing no more than the ordinary 
radiator, occupying less floor space, 
unobtrusive, graceful and distin- 
guished, the more beautiful CORTO 
wins admiration and the respect 
which excellence commands. 


AMERICAN RADIATOR COMPANY 


Showrooms and sales offices: New York, Boston, Providence, New Haven, Newark, Philadelphia, 
Baltimore, Washington, Richmond, Buffalo, Pittsburgh, Cleveland, Detroit, Cincinnati, 
Atlanta, Chicago, Milwaukee, Indianapolis, St. Louis, St. Paul, Minneapolis, 

Omaha, Denver, Kansas City, San Francisco, Los Angeles, Seattle, 
Toronto, London, Paris, Milan, Brussels, Berlin. 
Makers of IDEAL Boilers for coal, coke, oil and gas. AMERICAN Radiators, ARCO Hot Water Supply Heaters, 
VENTO (Ventilating) Heaters, Heat-Controlling Accessories and other products 
for drying, humidifying, cooling and refrigeration 
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Made to Serve and to Sell 
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The Quickest, most economical, handsomest Hot 
Water Heater! 


In 1926 we sent out our opening announcement on the Ideal-ARCO TANK 
for Instant Hot Water Supply. The response was quick and generous: It has 
proved to be the most popular device ever put upon the market. Instead of be- 
coming merely a limited-season sales article, it is a continuous seller! Dealers are 
so impressed with its performance that they are enthusiastically recommending the 
Ideal- ARCO TANK to their customers, urging them to discard their old-style 
water heaters and enjoy at once this wonderful value and convenience. 


at You, too, can gain heavily in sales and customer- satisfaction by taking part in 

hy the great national demand which our enormous advertising and sales-promotion 
ci plans are bringing about. 

4 If your jobbing supply house cannot furnish you a sample immediately, then 


write, ‘phone or wire your order today to our nearest Sales Branch. NOW! 


AMERICAN RADIATOR COMPANY 


Showrooms and sales offices: New York, Boston, Providence, New Haven, Newark, Philadelphia, 
Baltimore, Washington, Buffalo, Richmond, Pittsburgh, Cleveland, Detroit, Cincinnati, Atlanta, 
Chicago, Milwaukee, Omaha,Indianapolis, St. Louis, Minneapolis, St. Paul, Denver, Kansas City, 
San Francisco, Los Angeles, Seattle, Toronto, London, Paris, Milan, Brussels, Berlin. 
Makers of IDEAL Boilers for coal, coke, oil and gas. AMERICAN Radiators, ARCO 


Hot Water Supply Heaters, VENTO (Ventilating) Heaters, Heat-Controlling Accessories, 
and other products for drying, bumidifying, cooling and refrigeration. 
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Testing Kewanee Unions 
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If she bubbles, out she goes!" 


Millions of Kewanee Unions, 


one by one, have been put 
through this toughest of tests. 


Every single one of them is 
made up tight, shoved down 
under water and given a good 


stiff shot of compressed air at 
125 lbs. pressure. A leak as big 
as a pin point means a bubble 
and a bubble means rejection 
on the spot— by Walworth 
standards. 


This final individual inspec- 


tion is Walworth’s protection 
against your ever getting a 
defective Kewanee Union. It 
means that whether you order 
them by the carload or the 
fraction of a dozen, every 
Kewanee Union you install 
will go on to the job leak tight 
and ready to stand rigid in- 
spection daily, for many 
years to come. 


WALWORTH 


Walworth Company,General Sales Offices: 51 E.42nd St.,New York 
Plants at Boston, Mass.; Kewanee, Ill.; Greensburg, Pa.; and Attalla, Ala. 
Distributors in Principal Cities of the World 


Walworth Ltd., 10 Cathcart St., Montreal, P. Q. 
Walworth International Co., New York, Foreign Representative 


Points of Advantage 


. Bronze - to - iron thread 


connection—no corrosion. 


. Bronze-to-steel ball-joint 


seat—no gasket. 


. Solid three - piece con- 


struction — no inserted 
parts. 


- Tested by compressed air 


under water — no de- 
fective unions. 


. Easily disconnected with 


a wrench — no force re- 
quired. 




















April 9, 1927 


Michigan Refers T. E. B. Pro- 


gram to Directors 
(Continued from Page 31) 


Extension Bureau, and said that individuals could help 
considerably, too. He asked the master plumbers to talk 
to their wholesalers and manufacturers and urge them to 
contribute. In closing, he told of how other state asso- 
ciations had endorsed the proposed program and asked 
Michigan to consider it. 

E. L. Flentje, representative of the Trade Extension 
Bureau, Evansville, Ind., told the convention what the 
industry had in mind in its national advertising cam- 
paign—not just to sell plumbing and heating materials, 
but to sell the plumbing and heating contractor to the 
public. The success of such a campaign, he stated, would 
depend upon the way the dealer backed it up, and he urged 
the delegates to be ready for the business which would be 
created, by “dressing up” their places of business, by put- 
ting reprints of the advertisements in their windows, by 
doing their own local advertising and by being real mer- 
chants in every sense of the word. He said that by ‘‘mer- 
chandising’”’ he did not necessarily mean selling goods 
without installing them. He meant going after and cre- 
ating business. He said that the bureau was going to 
try out all possible business-building ideas, such as door- 
to-door selling, bill-board advertising, newspaper adver- 
tising and direct-by-mail campaigns. Then, he said, when 
the bureau had experimented, it could pass on, not theories, 
but plans which would work in actual practice. He called 
the bureau on ‘‘the threshold of action, instead of words’ 
and urged the delegates to use its helps freely. 


W. J. Woolley, president of Wolff Manufacturing Cor- 
poration, Chicago, added his comments on the need to do 
away with overproduction of goods and man-power by em- 
ploying salesmanship—the only,commodity in the indus- 
try, he said, which was not overproduced. He advised the 
delegates to support the expanded program of the Bureau 
and suggested that they try to enlist the support of the 
manufacturers and jobbers. 

John J. Vogelpohl, Cincinnati, Ohio, past president and 
now director of the National Association of Master Plumb- 
ers, in a speech which ended in prolonged applause, cov- 
ered most of the industry’s problems and trends. That 
part of his address which touched on the Bureau’s program 
was to the effect that the Bureau had done wonderful work 
with the funds at its disposal and now needed the moral 
and financial support of every individual. He said that 
the result of the work which the Bureau contemplates will 
put this industry on a higher plane, and that he believed 
it the duty of the master plumber to see that the proper 
finances were secured. 

Convention action on the matter did not take place until 
the final afternoon, when John E. Green, Detroit, to put 
the question before the association, offered a motion that 
Michigan donate $1,000 to the Bureau for use in its ex- 
panded program. This precipitated considerable discus- 
sion in regard to Michigan’s ability to spare this amount 
from its treasury, considering the expense of work to be 
done on the state code and on the state zoning plan. W. A. 
Decker at first took the stand that the National Associa- 
tion of Master Plumbers was the organization through 
which subscriptions to the Bureau should be made and 
that Michigan should do nothing as a state. W. J. Woolley 
explained that the national association gave $15,000 a year 
and that, in the $500,000 budget, the master plumbers’ 
branch of the industry was down for $40,000. However, 
he said, the plan was to raise the difference through indi- 
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vidual donations, and he stated that National President 
Albert J. Wilson would soon announce how this would be 
done. Mr. Green said that he did not like the idea of 
being individually solicited, that the association treasury 
was in good shape and could well spend $1,000 in promo- 
tional work and that it was not fair for the master plumber 
to expect the manufacturer and jobber to do it all. Finally, 
it was moved and passed that Mr. Green’s motion be tabled. 

Then E. P. Giberson, Detroit, moved that Michigan, as 
an association, endorse the expanded program of the Bu- 
reau and if, in the future, contributions are asked for, 
consider them as individuals or as an association. Mr. 
Green thought it was contradictory to endorse the pro- 
gram after tabling a motion to contribute to it. Another 
delegate then moved the adoption of Mr. Giberson’s mo- 
tion, with the added support of a $500 check to accom- 
pany the endorsement. This led to a substitute motion, 
referring the whole matter to the incoming Board of Di- 
rectors, giving it full power to act for the association and 
authorizing it to contribute up to $500. 


At first, this was thought to be sidestepping the issue 
as an association. Mr. Vogelpohl rose to explain that Mr. 
Giberson’s motion was all that was expected from Michi- 
gan—merely an endorsement of the Bureau’s proposed 
program. As it was, he said, Michigan, in turning down 
Mr. Giberson’s motion for the substitute motion, would 
really be saying that it was not in favor of the program, 
and he asked if it wanted to be broadcast through the trade 
papers in such a way. Mr. Decker said that Michigan was 
in favor of the plan, and he felt that in referring it to the 
Board of Directors, it endorsed the movement and, at the 
same time, made possible clear thinking about the finan- 
cial end of it, as far as Michigan’s obligations were con- 
cerned. On this understanding, a vote was called on the 
substitute motion, and it passed unanimously. 


VOGELPOHL TALKS BUSINESS 

R. VOGELPOHL’S talk, only part of which was re- 

ferred to above, carried the greetings of the national 
association to Michigan. He described the national or- 
ganization as one of the most efficient associations in in- 
dustry and one which was envied by other organizations. 
He said that if there were any trouble with business, it 
was through individuals own making, and not due to the 
association, for it was doing a wonderful work. The prin- 
ciples on which the founders of the association organized 
are still in effect today, Mr. Vogelpohl said, and they have 
been endorsed as right and sound. They are, he said, that, 
regardless of the kind or type of plumbing fixture manu- 
factured, it has little or no value unless it is properly in- 
stalled by a man properly qualified to install it. He 
stated that all investigations, such as those made by Sec- 
retary Hoover in his campaign to eliminate waste in in- 
dustry, had proved that the safeguards which the national 
association had put around this business were entirely nec- 
essary to protect public health. 

He said that the plumber was often criticized as not 
measuring up to modern business demands, but he differed 
with such criticism, stating that present conditions of 
overproduction which cause the criticism are not of the 
plumbers’ making and quoting statistics on bathtub sales, 
which showed an enormous increase in the last ten years, 
as evidence that the master plumber was measuring up. 
At the same time, he urged the adoption of progressive 
business methods. He interpreted ‘‘merchandising’”’ as 
letting the public know that the master plumber has some- 
thing to sell and what he will sell it for. He advocated 
show rooms for retailers and believed that manufacturers 

(Continued on Page 73) 

















Delegates and guests attending the sixteenth annual convention of the Ontario Society of Domestic Sanitary and Heating 
Engineers, in Guelph, Ontario 





ONTARIO 
Discusses New Organization Plan 


Domestic Sanitary and Heating Engineers and the 

Association of Plumbing and Drain Inspectors of On- 
tario, Canada, were held recently in Guelph, Ont. The 
former society held its sixteenth annual convention March 
24 and 25, and the meeting resolved itself into the most 
important by far of any ever held by that group of master 
plumbers and heating contractors. 

Although the convention sessions were held behind 
closed doors, everyone but actual members of the society 
being excluded, the newly elected officers made a state- 
ment afterward as to the general purposes and results of 
the meeting. The most important outcome of the meeting 
was the empowering of the three newly elected officers to 
act as a committee to develop a plan of procedure for the 
society which is now under consideration. This plan is 


GS Domestic Sent meetings of the Ontario Society of 


said by the officers to be something entirely new, and was 
formulated for the purpose of getting a better organiza- 
tion and administration for the society. 


At the same time, 





the convention authorized the committee to nominate an 
executive to assist them, and to present the developed 
plan at another meeting of the society to be held in a few 
weeks. In the meantime, as soon as the information is 
available, it is planned to send details of the plan to every 
master plumber and heating contractor in the province. 


OFFICERS ELECTED 
HE following officers were elected for the ensuing 
jf pene Roy E. Belyea, president; George R. Baker, vice 
president; Harry A. Weinraub, secretary-treasurer—all of 
Toronto. These men form the committee which will work 
out the future of the society. At the time of election, it 
decided to hold the next convention at Windsor. 
Greetings were received from the Alberta society, and from 
the Association of Plumbing and Drain Inspectors of On- 
tario, Canada. The latter were represented in person by 
George Broomfield of that association. 
(Continued on Page 39) 
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STEADY SALESMAKERS 


EMING WATER SYSTEMS can be sold just as easily as Automobiles and Radio: 
if the same type of salesmanship is used. For instance, automobile and radio 

salesmen must sell their prospects on VALUE—dollar for dollar VALUE. 
When you consider that Deming Water Systems are built to last a lifetime and, on thz 
average, can be bought for much less than automobiles and good radio outfits, you can 
sell Deming Water Systems on the basis of MORE than dollar for dollar value. 
What incentive is offered YOU to “‘tie-up’’ with the Deming Line? Steady profits with 
no comebacks! Good judgment suggests that YOU se// pumps that don’t come back 
to customers that will. 











“Catalog G”’ (illustrated above) is af good book'to' have{and sell from. Send for a copy and complete information. \ 
THE DEMING CO. Established 1880 maaan Ohio 
wel - t, A Complete Line of 
Deming Automatically 


| Oiled Water Systems 














The three typical Deming Water 
Systems illustrated are the ‘‘Oil- 
Rite’”’ (Figure 809); the ‘‘Marvel’’ 
(Figure 2085); and the ‘‘Oil-Rite”’ 
Deep Well Water System (Figure 
1062). Complete information 
about these and all other Deming 
Water Systems is contained in 
“Catalog G”’ (illustrated above). 








“OIL-RITE”’ 
Shallow Well 
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PIERCE, RADIATION 


UL 
yOXTTERN 


BEAUTY — The most beautiful and un- ; 
obtrusive radiator yet produced. It will 
appeal to people of refined tastes, who ' 
recognize purity and consistency of design, 
wherever and whenever they see it. a 
' 
{ 

















































SCREW NIPPLE joints solely to elim- 
inate horizontal tie rods which would be mY 
conspicuous and unsightly in this open, 
graceful pattern, and would mar the ex- 
quisite beauty of an otherwise perfect 
design. 





RATINGS which inspire confidence. For 
equal ratings PIERCE EASTWOOD RADI- 
ATORS have the same number of sections 
of the same height, the same or slightly 
greater width, and exactly the same spacing 
as the older patterns which have been 
standard for years. 


Unusual dimensions, and widely differing 
systems of rating can result only in con- 
fusion and inconvenience. On this account 
we have considered it desirable to main- 
tain the existing standards of size and 
capacity. 


Even though these standards may not be 
ideally perfect, they have served, and are 
serving their purpose well, and are without 
question vastly better than none at all. 


PIERCE, BUTLER & PIERCE 

MANUFACTURING CORPORATION 

41 East 42nd Street NEW YORK, N. Y. 
Branches and Distributors in Principal Cities 


2 & 
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ENTERTAINMENT FEATURES 


HE convention was replete with entertainment fea- 
tures, both groups holding their social activities in 
conjunction. A luncheon was held Friday, March 25, at 


which Prof. R. R. Graham, associate professor 
of physics at the Ontario Agricultural College, 
gave a talk on ‘‘How the Ontario Agricultural 
College is Assisting the Farmer in Rural Sani- 
tation.” He told of a number of inquiries being 
made by farmers as to how to get an adequate 
water supply, and the best methods of pump- 
ing. The college work in sanitation is divided 
into two kinds, extension and education. The 
extension work is carried out by field men, 
while the educational work is done by teaching 
sanitation to the sons and daughters of farmers 
so they will try to improve conditions when 
they return home. 

That evening, the two organizations held a 
joint banquet at Ryan’s auditorium. During 
dinner several entertainment features kept the 
crowd amused. After dinner, short talks were 
given by A. E. Earl of Toronto, Ald. John 
Doughty of Mimico, Ald. Harry Mahoney, of 
Guelph, Ald. Alexander Jaffray of Guelph, 
William Mansell of Toronto, George Broom- 
field of Brantford, Percy Mansell of Toronto, 


Mayor Robson of Guelph, Ald. Murray of Oshawa, City 
Engineer H. S. Nicklin of Guelph, Bert McLaren of To- 
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ronto and Alderman Fred C. Greenside of Guelph, Ontario. 

A midnight frolic closed up the entertainment program. 
The Castle Theater program, which started at 11:30 p. m., 
will linger long in the memories of the delegates as a fit- 




















Harry Weinraub, secretary-treasurer; Roy E. Belyea, president; George 
R. Baker, vice president, at the annual convention of the Ontario Society 
of Domestic Sanitary and Heating Engineers, in Guelph, Ontario 


ting finish to a very important meeting of the Ontario 
Society of Domestic Sanitary and Heating Engineers. 


Ontario Inspectors Discuss Their 
Technical Problems 


HIRTY members of the Association of Plumbing and 
T Drain Inspectors of Ontario, Canada, sat in at the 

opening meeting of the sixth annual convention, held 
in the city council chambers of Guelph, Ont., March 25 
and 26. Headquarters for the convention were at the 
Wellington Hotel, where a meeting of the executive com- 
mittee was held the evening preceding the convention. 


P 




















F. R. Ramsay, acting for Mayor Robson, welcomed the 


delegates to the city, to which D. S. Wark, president of 
the association, responded. 


PRESIDENT REPORTS 


RESIDENT WARK read his annual report as follows: 
“T would like to make a few remarks in relation to 


our association. Some eight years ago I 
received a letter from Past President 
George Broomfield proposing that a meet- 
ing be arranged with the Hon. Walter 
Rollo, then provincial minister of health 
and labor, with the idea of forming an 
association of plumbing inspectors in the 
province. Little did I think that we would 
ever attain such a large membership, or 
see such well attended meetings. This only 
goes to show how well conducted and in- 
structive conventions keep the interest of 
the members, for sel- 
dom do you see an 









Delegates and 
guests at the sixth 
annual convention 
of the Association 















active member of our 
association absent 
from our annual gath- 
erings. 

“The question 














of Plumbing and 

Drain Inspectors, 

held at Guelph, On- 
tario 



















whether our meetings 
are worth while or not 
has never arisen. One 
has only to attend and 
he will find out that a 
(Continued on Page 69) 

















Advertising Editorial 


A NEW ONE EVERY WEEK—No. 264 























Plumbing help for wash day 





Telephone 
for a com- 
plimentary 
copy of “The 
Story of the 
Bath.” 200,- 
000 copies 
have been 
distributed 
—a sign of 
its fascinat- 
ing quali- 
ties. 


HE BUSINESS of the home—like the 
business of the office—will be done with 
greater or less effort depending entirely 
on the equipment provided in the interest of ef- 
ficiency. The housewife who has modern plumb- 
ing equipment,—the laundry trays, the water 
heater, the swinging spout faucet, the electric 
washing machine, 





can reduce wash day worries, 
whether she does her own washing or has a 
laundress. The efficiency of modern plumbing 
equipment will cut down by hours the washing 
process—leaving ample time for other activities 

of housewife or laundress—during wash day. 


(In this space your Name, 
Telephone, and 
Address ) 








Advertising Made Easy for You 


HEN you use the Advertising Editorials you have very little work 
W.. do in connection with your newspaper advertising. Each week 
you clip the copy from your issue of “Domestic Engineering.” Each 
week we send you the illustration for that week. You hand copy and 
illustration to your newspaper, and your work is done. You are busy. 
Yet you want to advertise. Here is the service to fit your need—expert 


copy and merchandising service, with a minimum of effort needed on 


your part. 
today. 





Only $4.20 for three months’ service. Send in your order 


. 
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ALES LETTER 
One a Week—No. to1 





You have the products the housewife 
needs—send the following letter to a selected 
list of homes that do not have laundry trays, 
water heaters, etc. 


J oH N BROWN 
Plumbing Heating 


Two Rivers, N. Y., 
April 9, 1927. 
Mrs. Edward Jones, 
Two Rivers, N. Y. 
Dear Madam: 

Wash day in many homes represents a real 
loss of time and energy, whether the house- 
wife does her own washing, or has a laun- 
dress in to do it. Like the work of the of- 
fice, the work of the home will be done with 
greater or less effort, depending upon the 
equipment with which it is to be done. 

If the home is equipped with modern 
plumbing equipment—the laundry trays, the 
water heater, the swinging spout faucet, the 
electric washing machine—the work of wash 
day can be reduced by hours, leaving ample 
time for other activities on the part of the 
housewife or the laundress. 

We should be very glad to have you visit 
our store and see the complete display we 
have here of this type of equipment. Please 
feel free to come in and just go over our 
display without feeling in the least obligated. 
We want you to become acquainted with our 
service to the homes of this community. 

Very truly yours, 
JOHN BROWN. 


Adlet 


ONE A WEEK—No. 122 


HE ADLET below is carried here each week 

for those men who do not feel that as yet 
their businesses will warrant the expenditure 
of the sum needed to finance the Advertising 
Editorial each week. The only difference be- 
tween these two bits of advertising is their 
size. They are both merchandised around the 
same idea. And the smaller advertisement may 
be run for a full week for less than the cost of 
one of the larger ones. Just copy out the Adlet, 
add name, address and telephone number, and 
hand it to your local paper. 





| Wash Day | | 


Will be less of a ‘blue’ day if you 
have laundry trays, a water heater, a 
washing machine. You’ll have time for 
other things—or your laundress will 
have time to do other things, if your 


laundry is properly equipped. 



































April 9, 1927 





LOOK FOR THIS NAME ON UNDER-SIDE OF SEAT 


DOMESTIC ENGINEERING 


VERY week we send the 

names and addresses of 
hundreds of live prospects for 
Church Sani-White Seats to the 
plumbing dealers on our pros- 
pect mailing list. We get these 
large numbers of live prospects 
as a result of our enormous 
national advertising campaign in 
magazines and newspapers. Note 
the letter above from a plumbing 
dealer in Richmond, Va. He 
made four seat sales from one 
lead we sent him. This often 
happens. Many plumbing dealers 
have gotten complete bathroom 


re-outfitting jobs as a result of 
one of our leads. Because when 
people are interested in Church 
Sani-White Seats it often means 
that they are interested in re- 
modeling their entire bathroom. 


Why not get your name on our 
prospect mailing list? All you 
have to do is become a Church 
retail distributor. The first step 
to this easy profit is to send us 
the coupon below. It will bring 
you complete information on how 
you can become a Church retail 
distributor. 


Cc. F. CHURCH MFG. CO., Dept. S-17, Holyoke, Mass. 


Please send me full information on how I can become a 
Church retail distributor. 


My wholesaler is 
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A few years ago running water 
in the country or suburban home 
was a luxury and enjoyed by a 
comparatively few. Today tens of thousands 
of homes, farms and estates have been modern- 
ized with all or a part of the conveniences made 
possible by the modern water system. 
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But this is not all of the picture. Power 
service lines are being built and extended in 
every direction. Power and lighting plants 
are multiplying rapidly. And with their com- 
ing laborious methods go to the scrap heap. 
Old and young alike must be served with modern 
labor saving devices. 


°o 


CN 






Myers Water Systems have played 
an important part in this startling 
change. Pioneers in their field. 
One or two styles only at first. The 
development of the Myers Line has 
been rapid and successful. Designed, 
constructed, advertised and market- 
ed by pump builders of long time 
experience, they have won an en- 
viable position for themselves in 
pump circles. Protected by numer- 


ous patents, produced in many 
styles and sizes for service up to ten thousand 
gallons per hour, nationally advertised, sold and 
installed by leading dealers, plumbers and service 
men throughout the land, they offer exceptional 
opportunities for sales and profits. We are ready 
to send literature and prices. 








VACUUM CHAMBER 
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ASHLAND, OHIO. 


Manufacturers for over Fifty Years of MYERS HONOR-BILT PUMPS for Every Purpose. 
PUMPS -WATER SYSTEM WATER SYSTEMS-H HAY and GRAIN UNLOADING TOOLS - BARN.FACTORY and 


Zane ge yournar~ ae THe FE. MYERS & BRO. 















RAGE DOOR HANGERS- STORE LADDERS, Etc. 
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J. Sheehan, Jr., Discusses Value 
of Organization 


“Loyalty, Even at a Sacrifice, Pays,’’ National Director 
Tells Missouri Masters 


plumbing industry make this period one of unusual 
importance for the master plumber and heating con- 
tractor, according to Jeremiah Sheehan, Jr., of St. Louis, 
a director of the National Association of Master Plumbers. 
In his remarks before the Missouri State Association of 
Master Plumbers, whose convention was reported in last 
week’s issue, Mr. Sheehan pointed out that the “affairs of 
this business are changing, and some of the most impor- 
tant moves ever initiated are now being made.” 
In addressing the Missouri convention, Mr. Sheehan 
pointed out that Missouri is studying these problems, re- 


G diambing m changes now being discussed for the 











Top picture, left to right: Mrs. John Karges, president; Mrs. 
G. G. Manning, corresponding secretary; Mrs. G. E. Foley, 
treasurer. Officers of the Kansas City, Mo., Women’s Auxil- 
iary.—Middle picture: Miss Agatha Enright, Mrs. H. J. En- 
right, Mrs. Roy Jackson, all of St. Joseph, Mo.—Lower picture: 
Mr. and Mrs, J. P. Neal, and Mrs, and Mr. G. E. Gilhaus, 
Kansas City, Kansas.—At the recent convention of the Mis- 
souri Master Plumbers’ Association, at St. Joseph 


ferring particularly to such questions as the expanded 
trade extension campaign, the proposal for selling mate- 
rials without regard to installation and the plan to mark 
fixtures, both in retail and wholesale show rooms, with 
price tags. , 

In the judgment of Mr. Sheehan, the problems of the 
industry are best met through organization. The state of 
Missouri, he felt, with the possible exception of St. Louis 
and Kansas City, is in need of a more effective, organized 
effort by the master plumbers to promote the welfare of 
their industry, as great a need existing in Missouri as in 
any other state. He felt that the two large cities should 
be willing to help the state organization in this work. St. 
Louis, he believes, is willing to contribute more heavily to 
the upbuilding of the state association. 

Mr. Sheehan referred to the visiting group of wholesal- 
ers as evidence of the value of associated efforts. He felt 
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Top picture, left to right: Mr. and Mrs. Paul J. Schultz, 

Jefferson City, Mo.—Lower picture: M. J. Downey, and Nick 

Byrnes, both of St. Joseph, Mo.—At the recent state conven- 

tion of the Missouri Master Plumbers’ Association, at St. 
Joseph 


that the wholesaling representatives were sincere in their 
presentation of a plan for aiding the industry, but that 
their presence meant something additional. It meant, he 
believed, that.these representatives had observed the trend 
in the past few years toward a change in the manufactur- 
ing, wholesaling and retailing lines and were organizing 
to meet these changes. 

Loyalty, even at a sacrifice, pays, in the judgment of 
Mr. Sheehan, but organization, in his opinion, means loy- 
alty with compensation. 











Top picture, left to right: Perry W. Waters, sergeant-at-arms, 

and F. J. Timmerman, corresponding secretary, both officers 

of the St. Louis, Mo., Master Plumbers’ Association.—Lower 

picture: Mrs. Henry Moore, Mrs. L. McNamara, and Mrs. 

Edward Quinn, all of St. Louis, Mo. At the recent state con- 

vention of the Missouri Master Plumbers’ Association, at 
St. Joseph 
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Like an 
Electromagnet 


—It Grips! 





























Rieeslb Wrench 
takes hold of a pipe 
with a grip like a powerful 
electro-magnet. No slip- 
ping, no crushing—a deadly 


solid hold. 


But like an_ electro- 
magnet when the current is 
switched off, it lets go—a 
clean, quick, easy release. 








—and It is impossible, under 

7 other any condition, to lock a 
features! Riel on a pipe. 

1 — Unbreakable housing — This is only one of the 


look for the orange guar- : i = 
pont He) eight features of thisextraor 


2—Hook jaw you won't bend Ginary wrench. Get one 





or break. from your Jobber. Give it 
seg igercong _— any kind of test you like. 

housing. = Cti‘é«é«d:«Ctt:sisrn’tt thee finest’ pipe 
5—You can’t lock it ona pipe. wrench you ever had, we’ll 
6—Handy hang-up hole in 

vee refund your money. 
7—Pipe-size scale on jaw. " 
8-—Made in End Wrench Get one today—and en joy 





< pattern for tight places. the tool thrill of your life. 


THE RIDGE TOOL CO., Dept. D, Elyria, Ohio 


sz 

Have you seen the new % ; ‘ 

rita(> if : 

Pipe Cutter ‘ 
with the removable 
blade — like a safety 
razor? Of hammered 
steel, very thin, tough, 


suse Ueteer ant east, PIPE WRENCHES | 
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ASKED BY OUR READERS AND ANSWERED BY OUR EXPERTS 





man who is in need of information. 





RADIATORS WILL NOT HEAT ALL OVER 

Editor, ‘‘Domestic Engineering’’:—-I would like some 
information relative to the return line as shown in Fig. 1. 
The feed line on this job is run the same as the return, 
and the radiators get boiling hot for not quite half way 
down, but the bottoms remain cold. I have had several 
bits of advice, and would appreciate any suggestions you 
have to offer. 


N, J. 3 BS 





We note a 2%-inch riser supplies two overhead mains, 
a 2-inch and 1%-inch respectively, this being in accord- 
ance to an area equivalent to or slightly exceeding the 
combined valve areas supplied. 

No doubt the 2%-inch riser has been run connected to 
two 2-inch supply tappings provided on the boiler. In all 
probability the return inlet on the boiler is about one size 
smaller than the vertical supply riser, namely 2-inch, this 
being the case, you can readily determine the cause for 
the unsatisfactory results obtained due to a retarded re- 
turn circulation, or in other words the return or cooler 
water is not returning to the boiler for reheating as fast 
as it is supplied by virtue of the‘difference in pipe sizes. 

Provided the present boiler is to be retained, we would 
suggest the use of drop risers of sizes to the radiators so 
that the combined areas may be supplied by the use of a 
main of an area not to exceed the area of the inlet con- 
nection. 

Usually with this type or mode of heating, the heated 
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Fig. 1 


water is passed through an expansion tank installed at 
the top of the riser, provided with a tapping for the in- 
take and another for the outlet to which the piping system 
is connected. All laterals or drop supply risers are taken 
45 degrees from the bottom of the mains and the return 
Piping run identical with and of sizes corresponding with 
those used for the supply system. 


The Questions and Answers Department is open to all readers. Here their questions are answered—their problems solved. And, 
what is more, this department is an open forum, where readers may discuss plumbing and heating subjects. 
questions about the things you want to know, and don’t fail to send in your comments and criticisms of questions that have been an- 
swered. While all questions are answered by men who are expert in their particular lines, your experiences may help a fellow crafts: 
This department is for the craft. 









Don’t hesitate to ask 


Use it freely. There are many ways to untie knotty problems. 











WATER HEATER ON STEAM PLANT FAILS TO WORK 

Editor, ‘“‘Domestic Engineering’’:—-Fig. 1 shows a hot 
water heating system I recently installed. The small coal 
stove works well, but the heater on the steam plant fails 
to work. I have gone over this work very carefully and 
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Fig. 1 
fail to see where it can be improved upon. Kindly let 
me have your suggestions. 

Ba, 3. c.. 0. 

A study of Fig. 1 prompts the opinion that the indirect 
heater fails to function properly because of a congested 
condition of the piping of manifold connections to the 
tanks, again we can see no reason for the difference in 
the sizes of piping to and from the indirect heater. 

In general practice the hot supply from this type of 
water heater is usually connected to supply piping leading 
from the top of the tank or tanks, while the cold water 
service is connected direct to.the tanks rather than into 
the return piping run below the tanks. 

Finally, our criticism has been based on the assumption 


that the indirect heater has been selected of a proper 
size and connected to the steam boiler in an approved 
manner. 


ELIMINATE ALL LIFTS IN VACUUM SYSTEM 
Sditor, “Domestic Engineering’: I am 
vacuum heating The 
pressure, and the pump has 5 
foot of the risers. 


bottom have a tee with a %-inch vacuum valve. 





working on a 
boiler has 2 Ib. 
at the 


tubular 
inches of vacuum 


system. 


They have a drop of 3 ft. and at the 
The 








DOMESTIC ENGINEERING 





Sell Gas Heat—Collect 
Gas-Era Gas-Fired Boiler Profits! 


The gas-heating idea is an accepted fact. 
Increasing discrimination on the part of 
home owners in the matter of heating 
equipment has brought about a recep- 
tive demand for gas-fired boilers. And 
increasing discrimination in the selec- 
tion of heating equipment has created 
a profitable market for Gas-Era Gas- 
Fired Boilers! 


Here, at last, is a Gas-Fired Boiler that is 
everything a boiler of this type should be. 
Here is a Boiler that has every feature 
essential to successful, trouble-free opera- 


L. J. MUELLER FURNACE CO. 


Milwaukee, Wisconsin 


167 Reed St. 


RICHARDSON & BOYNTON CO. 


New York City 


Eastern Distributors 


260 Fifth Ave. 


Gas-Era Gas-Fired Boilers are designed 
for residential and industrial use, with 
capacities in Steam from 400 to 12,000 
square feet, and in water from 650 to 
19,800 square feet of radiation. Guar- 
teed Ratings. 


Automatic 
Safety 
Devices 


Positive 
Electric 


Wyse 





Mention Domestic ENGINEERING when writing advertisers. 


tion; a Boiler that is entirely automatic, 
absolutely safe (four separate safety 
controls, working independently of each 
other will shut off flow of gas in an emer- 
gency); a Boiler that is remarkably low- 
priced. 


Sooner or later you are going to sell gas 
heat. You might as well begin now— 
and start collecting Gas-Era Gas-Fired 
Boiler profits. Write for complete de- 
scriptive information and details of our 
dealer arrangement. 
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lift from the valve to return line would be approximately 

3 ft. 6 inches. There is a question in my mind, if that 

is correct. 
New York. 


R. F. Me. 


If at all possible, vacuum systems of heating should be 
so designed as to eliminate all lifts in the piping. Some- 
times this is unavoidable, and in such cases connections 
of this character should be used sparingly and with good 
judgment and only on the condition that steam pressure 
will be maintained continuously throughout the heating 
season. 
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Fig. 1 Fig. 2 

Figs. 1 and 2 are intended to illustrate practical meth- 
ods of making this type of connection for lifts not ex- 
ceeding 6 ft. of length. Fig. 1 shows its use with a lift 
fitting, whereas Fig. 2 illustrates the use of pipe and fit- 
tings to accomplish the same purpose. 

These are merely suggestive and not recommended for 
use unless conditions will not permit the running of sep- 
arate drip mains. 

In this manner the heel drip of the riser is bled through 
a suitable thermostatic trap into a dry return main run 
near the floor, connected to the receiver of the pump. 





QUESTIONS AND ANSWERS ON SEVERAL SUBJECTS 

Editor, ‘‘Domestic Engineering’’:——Will you kindly give 
me the answers to the following questions? 1. Name five 
effects of atmospheric pressure on plumbing. 2. Give two 
reasons for a pulsating sound in water pipes, not traceable 
to a pump on the plumbing system. 3. Give four causes 
of chattering pipes when faucet is partially open. 

Mass. D. P. 


1.—In the siphonage of a trap a vacuum must neces- 
sarily have first been formed on the sewer side of the 
trap seal. When this condition has been fulfilled there is 
nothing to oppose the atmospheric pressure exerted on 
the house side of the seal, and the result is that the 
contents of the trap are forced out by the pressure of the 
atmosphere. 

In the case of a range boiler, the vacuum is generally 
formed by the passage out of the pipe supplying the boiler 
of the water held in it. In a drainage system, the vacuum 
is often produced by the passage past the entrance of the 
trap of a body of waste, through the pipe into which the 
trap connects. In a pump, as the piston of the pump is 
raised, it causes the formation of a vacuum in the suc- 
tion pipe and the action of the atmospheric pressure on the 
surface of the water in the well forces the water up 
through the suction pipe. 

The same principle underlies the action of the vacuum 
valve, when a vacuum occurs on the inner side of the 
valve atmospheric pressure opens the valve, admitting air, 
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and thus preventing the siphonage of the boiler. Water 
will boil more quickly at the top of a mountain than at 
its base, as atmospheric pressure at the top is less than 
at the bottom. ‘ 

2.—Pulsating or rumbling might be caused by excessive 
head, resulting in steam in the pipes; by an air pocket in 
the water front; pitch of flow pipe in wrong direction; 
partial stoppage of coil or water back by lime, etc. 

3.—If compression work, may be due to a loose washer 
or a washer that is too large, or if fuller work, may be 
due to swollen fuller ball or worn out stem and eccentric. 





Deeds Speak Louder Than Words 

It is clear that the legal effect of what men do is not 
determined by the names they affix to their deeds. The 
essential nature of their acts determines, and the law has 
its own names for the results they achieve. Undoubtedly 
the names by which men describe their acts are evidence 
of the nature of their doings, often strong evidence; but 
acts control names, and that deeds speak louder than 
words is good law.—U. S. Circuit Court of Appeals, in 
Pan-American, Etc., Co. v. Bank, 6 Federal Reporter (2d), 
762, 
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Establishing a Pipe on a Grade 


N this instance it was necessary to maintain a definite 
I grade in a line of pipe attached to the under side of 
the floor joists in a residence. While at first hand 
this might look like a hard job, it is, after all, really 
very simple. The only materials required besides the 








pipe itself were a few odd pieces of board picked up 
around the job. 

At intervals along the length of the pipe, these odd 
pieces of board were nailed to the joists as shown, each 
projecting board being set further below the edge of the 


.joist in order to give the required slope. Thus the first 


one projected 1 inch, the second 2 inches, the third three 
inches, and so on down the line the grade of the pipe 
being thereby established. 





This is one of a series of picture stories 
on the Manufacture, Use and Handling of 
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POURING ear 
HE POURING process illustrated above might 
be said to be the pivot on which the various 
processes in the making of faucets rotate. It 
is in this process that the faucet is actually formed. 
All other processes are tributary to it. 

Above four flasks or molds are seen. Into these 
molds a golden white stream of metal is being poured, 
flanked on each side by clouds of bluish smoke. The 
molten metal flows into the cavities of the flask and 
between the sand core and the sand mold. The sand 
core forms the inside surfaces while the sand mold 
forms the outside surface of the faucet. 

Happy is the molder who can always pour good 
castings. But accidents will happen and defects are 
bound to occur, as may be seen by studying the illus- 
tration at the right. All of these castings have de- 
fects of one kind or another. The one at the upper 
right, for instance, was caused by a mold which was 
not clamped together properly, or on which the weight 
on the mold was not heavy enough, leaving a film of 
brass where the two halves of the mold came to- 
gether. At the middle right, and lower right, are shown 
faucet castings, the defects of which were caused by 
shifting of the mold. The casting at the lower right 
also shows an instance of what the molder terms 
“cold shut,” that is to say the metal cooled and be- 
came hard, closing the opening before it reached the 
end of the mold. 
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This illustration shows only a part of the losses which 
the faucet maker must bear. Defective faucet castings rep- 
resent labor loss to a large extent, however, for, such cast- 
ings always find their way back to the melting furnace, 











Showing various kinds of defects in faucet castings 
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Sectional view, Fig. 
600, screwed, Jenkins 
Medium Pressure 
Bronze Globe Valve. 








Not merely 
a blind faith 


Many plumbing and heating contractors are fortunate in having 
the confidence of their customers. This is no doubt partly due to the 
fact that most people like to have one contractor and stick to him. 











However, this confidence is not a blind faith. It lasts only as long 
as good materials go hand in hand with good work. 


Experience has shown that good valves are vital, and experience 
confirms the use of genuine Jenkins Valves. 


The confidence of engineers by the thousand in valves bearing 
the Jenkins ‘‘Diamond” mark is not a blind faith, either. For over 
sixty years Jenkins Valves have been made to the highest standards, 
and have proved their real worth in performance under all sorts of 
conditions. 


Valves that resist pipe strains 











In plumbing and heating service, the Jenkins ‘‘Diamond”’ mark 
identifies a valve that resists pipe strains—a valve made of the best 
metals, designed to provide for strength where strength is needed, 
and tested at the Jenkins factory to allow a wide margin of safety. 


Make sure your men know the Jenkins ‘‘Diamond’”’ mark, and 
are seeing it on the valves they install. 


Se RT ion no ca ceee a0 d.Vieteeee pees va .....New York, N. Y. 
II ans a 5000.40.00 #4419 80446060 o8 i5C.S4 AS .Boston, Mass. 
Ne a ahaa ibis :4. 0p es Ue oan ele a aie Philadelphia, Pa. 
ee ED NINN is o.ny nid naskia tis 460k NWSW SN sb es atte e .Chicago, Ill. 

JENKINS BROS., Limited 
Montreal, Canada London, England 
FACTORIES 
Bridgeport, Conn. Elizabeth, N. J. Montreal, Canada 


Always marked with the"Diamond" 





SINCE 1864 
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Jenkins Bronze 
Rapid Action Valve 











Fig. 168 
Screwed, Jenkins Standara 
Bronze Radiator Angle 


alve 








Fig. 106 
Screwed, Jenkins Standard 
Bronze Globe Valve 














Fig. 370 
Screwed, Jenkins Standard 
Bronze Gate Valve 








Fig. 142 | 
Flanged Jenkins Standard 
Iron Body Globe Valve 
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O-B Radiator Valves Protect 
You Against Profit Leaks 


T PAYS to be critical of details when buying radiator 

valves. Your customers probably give more attention to 
the radiator valve after it is installed than they do to the 
radiator itself. And only a valve that is correctly designed 
and accurately made, of the highest quality materials, will 
give the service that the user expects. 


In the design, the materials, the workmanship that enter into 
the manufacture of O-B Quality Valves for steam and hot 
water radiators, no one could be more critical, more exacting, 
than O-B engineers. Uniformly high quality is a 39 year old 
O-B ideal. No detail is too small to receive the attention it 
deserves in order that O-B Valves may protect and increase 
your reputation, your business and your profits. 


O-B Steam and Hot Water Radiator Valves cost no more than 
the ordinary kind. Their merit is recognized by leading 
plumbing and heating contractors everywhere. Your whole- 
saler’s stock assures you of prompt delivery. 


Ohio Brass Company 
Mansfield, Ohio 
375V 
CAR EQUIPMENT 


hig¢sbrass Co,|: = 


MATERIALS =) 
HILADELPHIA PITT 
L SBURGH CLEVELAND VALVES 


PORCELAIN ) 
INSULATORS 


LINE MATERIALS 
RAIL BONDS 
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The 


Round lable 


Discusses the problem arising 
when water leaves the |boiler 


(Continued from_Page_77 in April,2nd issue) 


The most explicit letter received, is the one written by 
William H. Herman, Eatontown, N. J. It is very com- 
plete, contains a wealth of information and the points 
contained are well worth considering. He suggests to 
place an air vent on each return, where it drops to the 
boiler, also to connect all outlets on top of the boiler into 
one header of 4%-inch pipe. He further suggests the 
installation of a return header, and also the connecting 
of the supply header and return header by means of a 
214-inch equalizing pipe. He feels that a check valve is 
necessary on each return before it enters the header. In 
reasoning out the trouble, he explains: 

“When all outlets are connected into one header, we 
have here the sum of all velocities, pressures, volumes, 
etc., and we strike an average insuring to each branch 
taken off an equality of pressure at least per sq. in. and 
at the same time getting a dry steam. 


All that is necessary to become a member of this 
heating class is to send in your solution of a heating 
problem. They appear regularly in “Domestic En- 
gineering.” , 

“This is true also with the return only more so and 
even more pronounced, for it gives each branch return a 
more even chance to pour in its condensation, irrespective 
of local conditions or variances in pressure within the 
boiler, for should the pressure be slightly different at any 
one inlet or an obstruction be present, it gives an op- 
portunity for the condensation to take the course of least 
resistance. 
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“Now to a very important point and really the most 
important for, should it fail to work the entire job is sick. 
“I refer to the untrammeled return of the water of 
condensation, and a dry return job is the one where the 
largest and easiest chance for this impediment is open 
and the reason is confined air, and where a job is in- 
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stalled without vents on the proper place in the return, 
this air must be forced at great labor of the water of 
condensation, either through the vents of the radiators 
or pushed back into the boiler through the water, up 
with the steam, and find its way out of the radiator vents 
in this fashion, which is a tedious and long winded one 
at best, but this is the usual course for it to take unless 
my experience with it has been misleading. 

“But upon lighting the fire in a boiler all vents are 
open and all piping filled with air; as soon as pressure 
is up and above atmospheric, the vapor starts to crowd 
the air along in front and pushes it up out of steam 
mains (providing properly pitched and no pockets handy) 
and so we get rid of it here. But as soon as steam enters 
radiators, and before all the air ahead of it is exhausted, 
condensation takes place and water starts traveling in an 
opposite direction and finally gravitates to the steam main 
where it flows along with the steam until it gets to the 
end, pouring itself into the return which is full of air, 
with just as much chance to escape as the air out of a 
bottle when it is submerged rapidly under water. Now 
the water being the heavier will pass the air in gulps and 
force some of it out this way, but its chances are slim, 
for this air when it does pass the water, comes into con- 
tact with steam flowing in an opposite direction unless a 
radiator branch is close and handy; but again by this time 
possibly all radiators are hot or the steam at last has 
expanded the material in the vents and closed the parts 
against escape, and then the air has got to beat it the 
other way, and the only thing that can force it is the 
pressure (not of a body) but a column of water suffi- 
ciently high to have the necessary pressure head to over- 
come the boiler pressure and a few ounces to boot, so the 
steam keeps on condensing and the main along its end 
floods as do parts of risers and first floor radiators, and 
the attendant getting alarmed at his water line, adds 15 
or 20 gallons, and this generally does the trick for it 
absorbs so many heat units that the expansive force gets 
less and pressure is reduced just at about the time when 
the column of water aforementioned reached that point 
of unnecessary equilibrium known as the point of equaliza- 
tion made so by a body of air standing in its way. Cir- 
culation starts, the steam is further reduced and the air 
vents open and it is no time before the boiler is flooded 
but water is refhoved, the air vent and things having 
warmed up a bit, there is not the condensation as when 
first starting nor the air lag, so it works fairly well until 
the next morning or so. Now as to the check valves, these 
would only keep water from backing out of boiler through 
side inlets but would not prevent piling up of condensation. 
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Quality is demonstrated by their performance” 








It takes more than the 





pump to get gasoline 


ROM oil fields afar many operations 

ensue before gasoline results and finds 
its way to the convenient filling station. 
And without iron pipe fittings safeguard- 
ing countless pipe lines, the economy, 
comfort and convenience of automotive 
transportation could not be. 


For oil, gas, steam, water or air the 
quality of Stockham Fittings is demon- 
strated by their performance. Always de- 
pendable, they are uniform in their 
perfect alignment, clean-cut threads and 


Write for our 
complete catalog 


chamfered faces that make them easier 
to work with. Stockham Malleables have 
uniform structure; great strength with 
light weight; resistance to shock; and rust 
resistance obtained by Stockham anneal- 
ing processes. 


All Stockham Fittings are sold through 
the jobber. He can supply you quickly 
and won't “overload” you. We’ve found 
him the most intelligent and most eco- 
nomical method of keeping the plumber 
and steamfitter supplied. 


STOCKHAM m= 


YOUR JOBBER 


PIPE & FITTINGS COMPANY 
BIRMINGHAM, ALA. 


Warehouses with Complete Stocks in: 


CHICAGO, ILL. 


LOS ANGELES, CAL. 
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Mr. Herman continues: 
this ¢ase, would only be installed to give an even boiler 
pressure on top of return water in this header and could 
not overcome our trouble but it looks good on a job 


“And the equalizing pipe in 


anyway. 

“But the least costly thing to do if it were found that 
the piping all over were too small for the height of 
cellar, would be to install a return trap, which would 
have within itself all the features pointed out in the fore- 
going, for it would release all air in returns, prevent back- 
ing out of boiler water. It would be or have to be pro- 
vided with an equalizing pipe and would be a small reser- 
voir or receiving tank.”’ 

These explanations are very complete, and many points 
are well worth remembering on future installations. 


Mr. Herman feels that the Round Table is a “God- 
send to the heating trade,” and that ‘it’ has done more 
for the heating trade than any other book or discussion on 
heating subjects.’’ This is very encouraging indeed and 
we hope to continue the good work. 


Heating Problems are published regularly in “Do- 
mestic Engineering.” Readers send in their solutions 
which are commented upon in a Round Table arti- 
cle. This is a Round Table article. 


Fig. 11 was sent in by John P. Doyle, Gary, Ind. This 
is a very unique drawing and I would like to have the 
criticisms of the Round Table members on this drawing. 
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He also suggests to place air vents on the ends of the 
main, and increase the returns at A at least one size 
larger than shown. The header he suggests, is shown on 
the left. Furthermore he calls attention to the fact that 
one main has 277 sq. ft. of radiation, and the other 334. 
He feels that this will cause the main with the most pres- 
sure and least radiation to hold the condensation back 
on the return. 

The most valuable point, and the only one not re- 
viewed during this discussion is given in his letter as 
follows: 

“T prefer a wet return without a check, this return 
to enter the boiler 6 inches below the water-line. A 
header distributing the returns on both sides of the 
boiler will give better service.” 

This is a most valuable suggestion and should have the 
utmost consideration, by all readers. He also suggests 
the installation of a header and equalizing pipe. 

He states at the close of his letter that he is 21 years 
in the game and always learns something from the Round 
Table discussions. This is indeed very encouraging. 

Fig. 12 was sent in by Otto Klotz, Philadelphia, Pa. No 
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letter accompanied this drawing, but the drawing in itself 
is self-explanatory. You will note the separate riser drips 


suggested. I would like the class to criticize this drawing. 
Fig. 13 received from T. C. Clapperton, Toronto, Can- 
ada. This is an excellent drawing, which shows the re- 
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Fig. 13 


vision he would make in order to solve the problem. The 
members will please note the change in pipe sizes, and the 
detail connections at the end of the main, also the header 
and return connection. Let me have your criticism on this 
drawing. ‘ 
All that is necessary to become a member of this 
heating class is to send in a solution of a heating 
problem. They are published regularly. 


Fig. 14 sent by A. L. Vroman, Medford, Oregon, is very 
interesting and should be studied by our readers very 
carefully. In his letter he states that a header should be 
provided on the supply connections and this header to be 
full size boiler tapping. Eccentric bushings on all supply 
reducing connections should be provided, also quick vents 
on all returns where they drop down to the boiler. He 
feels that there are traps in the main on account of re- 
ducing fittings used which is correct. The air pressure he 


states holds back the condensation in the return and in the 
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radiators. The drawing Fig. 14 is self-explanatory and 


shows the changes proposed. 

Fig. 15 sent in by F. W. Brockman, Grand Junction, Col., 
shows the changes he proposes. In his letter he states 
that the returns are too small and you will note the 
changes in the pipe sizes also the air vents and the supply 
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Hout enjoy doing business with Continental 
That’s the verdict from heating engineers and contractors 


who’ve put Continental Boilers and Radiators through the tests 
of time and fire! Specify Continental and you be the judge! 


Continental Heater (rporation 


General Office and Factory 


Dunkirk. N. Y. U.S.A. 
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and return header. He also recommends full size supply 
risers from the boiler which is a good suggestion be- 
cause these are too often bushed. 

It is encouraging to your chairman to note that so 
many of the Round Table members comment upon’ the 
small connections from the boiler to the header. He feels 
that the air is pocketed in the return, preventing the 
condensation from entering the boiler. 

Frank Gallager, one of our faithful Round Table mem- 
bers, Who has never missed one Round Table article, 
did not send in a drawing, but in his letter he gives com- 
plete information on the job and the necessary changes. 
We wish space would permit printing it in full as well as 
many of the other letters received. He makes all the sug- 
gestions stated in this session and in addition he runs 
the main 5 ft. farther than the last connection and places 
an air vent valve here. Another air vent is placed where 
the return drops down to boiler. He figures that the head 
or the distance from the return line to the water line of 
the boiler must be not less than 42 inches in order to 
conrpensate for the loss of pressure. What do you think 
about this? It is a very important point, and one that 
I would like to have the Round Table members discuss. 
This point is too often forgotten. Write us a letter on 
this subject. 

Mr. 


pipe sizes. 

Fig. 16, a well executed drawing sent by John L. 
Schinnagel, Jr., New York City, is open for discussion. 
All recommendations are given on the drawing. 

The real trouble was very simple indeed, and judging 
from the many good letters received, it is one of those 
trying trouble jobs that is not readily understood. 

All air vents on the radiators were equipped with ball 
check valves, so as to prevent the system filling with air 
when the fire was banked. Packless radiator valves were 
used on the job, also a check: valve was installed be- 
tween the return header and the boiler. 

What took place was this. During the night the fire 
went down and the steam also, air could not enter the 
system because everything was tight. When fire was 


started in the morning (the boiler being a little too small | 


for the job) vapor entered the radiators. These being cold 
would condense this vapor as rapidly as it formed, caus- 
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ing a partial vacuum. When more vapor entered, the 
vacuum increased, particularly in the large 60 sq. ft. 
radiators. In fact the vacuum gauge on these radiators 
showed 6 inches of vacuum. This vacuum prevented the 


Gallagher in his letter worked out the B.t.u. re- | 
quired for the job, and from this calculation, figured his | 
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REAL profit-opportunity 


A for the plumbing retailer 
—the Kohler Electric Sink. The 


Kohler Time Payment Plan 
makes it easy to sell. 
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“G”’ fittings that we 
stamp on each one a square 
G as a means of instant 
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If you will but contrast Honeywell— 
from the standpoint of dependability; 
increased convenience, economy and 
safety; absence of annoying and costly 
servicing—with any ordinary method of 
automatic control, you will be amazed 
at the difference. 


Honeywell assures complete satisfaction. 
In service it is wresting from every 
type of installation such rare new quali- 
ties that householders are coming to 


regard Honeywell as absolutely essen- 
tial to perfect heating comfort. 


It is significant that the leading manufac- 
turers of heating boilers recommend Honey- 
well exclusively; and, of the important 
automatically controlled domestic oil burners, 
a very substantial proportion is equipped 
with Honeywell controls. 


Honeywell Heating Specialties Co. 
Wabash, Indiana 
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water from leaving the radiators and consequentl, the 
water line in the boiler lowered to the danger point. This 


condition remained as long as there was not suflicient 
steam to fill the radiators completely. When the pressure 
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rose to 3 lb., the vacuum gradually reduced because suffi- 
cient steam was produced to fill the radiators. When no 
more vacuum existed, the water began to return to the 
boiler and all the water went back to the boiler as soon 
as the radiators were filled with steam. 

This condition has been found by the writer a number 
of times and is caused by too small a boiler and piping 
very often. Some jobs, where long runs must be installed, 
and where the pipes are not covered, have this peculiarity 
also, due to the enormous condensing power of the piping 
and radiators. When the vacuum is broken, the water 
will return readily because the pressures are nearly equal. 
On single-pipe gravity jobs, check valves should be omitted 
wherever possible and an equalizing pipe installed be- 
tween steam header and return header, so as to equalize 
pressures readily. This will cure a great many heating 
troubles common to this type of system. 

Your chairman has taken out any number of check 
valves or in cases where this was not possible, the flapper 
was removed from the check valve in order to convince 
the heating contractor that the system would work a great 
deal better without the check valve than with it on single- 
pipe gravity jobs. 

Your Chairman has drawn Fig. 10 to show what was 
done in this case which is as follows: The flapper was 
taken out of the check valve H and the ball checks were 
removed from the air vents on the radiators of all first 
floor radiators. It was found during the test, that all the 
water was entrapped by the first floor radiators and the 
return line. This step prevented the formation of vacuum 
in the radiators and the return line. The main line to 
the east wing was changed as indicated at K and common 
air vents were placed at E and F. The radiators that 
caused the most trouble are the ones indicated by letter 
1, 2, 3, 4, 5 and 6. A 4 inch steam header was installed 
as shown at L. With these changes no further trouble 
was encountered on the job and the system never failed 
to operate satisfactorily no matter whether the boiler was 
forced during cold weather or not. 


Your Chairman feels that this is a valuable lesson and 
one that should be remembered so as to solve future 
troubles when they occur. In a great many cases where 
water leaves the boiler, this is due to the forming of 
vacuum, and if you will take the trouble of installing 4 
vacuum gauge, you will be amply repaid for your trouble. 
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your prospects are‘on the air’ 








































ROSPECTS are funny people. In the bosom of their own 
friendly circle they'll sing a song of praise about your work 

that you yourself seldom hear from their lips. And by the same 
token they'll unburden themselves of grievances and complaints that 
you yourself would rarely pry from them direct. 
Every bridge party—every community dance—everywhere folks 
rally to indulge in social intercourse is a broadcasting station for 
opinions on motor car performance, baseball stars and, among a host 
of other things, plumbers’ reputations. 
The people for whom you do work—the customers and prospective 
customers in your territory—are your most enthusiastic salesmen. And 
by the same token, the severest critics of work that is obviously skimped. 
That’s why it pays handsomely to establish a solid 


reputation for quality workmanship—a reputation for Copyright 1975 
: : 3 egistered U.S. 
installing equipment and fixtures that are up-to-date Patent Office 


—modern in appearance—that contribute beauty to Peeruarv% 1926 


the bathroom. 

The Plumbing Contractor who joins forces with 
Republic Brass is assured not only of quality merchan- 
dise, but an installation that is modern and correct in 


Illustration above shows Republic 1270-C 
Two-Way Service Control Bath and 
Shower Fixture with Trip Lever Drain. All 
working parts of drain accessible through 
overflow head in tub. No utility closet re- 


PATENTED quired. The Republic Integral Stop Valve 





‘: rt ' : March ... . 1920 insures greater convenience by providing for 
design, strikingly beautiful in appearance and sound ae Ssanecnab cease 


in construction. 


CThe Repustic Brass Company : Cleveland, Ohio 
Good Plumbing + Good Business + Republic Brass Goods 


Canadian Distributors: The James Robertson Company, 
Montreal, Quebec—Toronto, Ontario. 


REPUBLIC cooss 
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This tag appears ‘om every piece 0 
Republic Brass Goods. It is the identi- 
fying mark of a modern plumber 
—a plumber who performs high class 
work and uses quality materials. 
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Built to Last 


Long years of hard service mean 
nothing to the EXCEL Union. It 
has every lasting quality that 
union metal can have, built into 
every part of it. 

Listed as Standard by Underwriters’ Laboratories. 


PROVIDENCE FITTINGS CO. 
7 Water St. Boston, Mass. 


New York Office: 
210 E. 45th St. 


























HOT WATER 
HEATING SYSTEMS 








Put your name here 


Install your own systems. 
Make them the Red Top 
pressure type. A Red Top 
Valve and an air-tight are 
all the special equipment 
needed. 









These systems are easy to in- 
stall, and at a price which 
means steady, paying busi- 
ness. Their economy and 
safety appeals strongly to 
home owners. 











Write today for further data 


NEPTUNE METER CO. 
50 E. 42nd St., N. Y. City, N.Y. 
Branch Offices in Principal Cities 


ped jop pelie( Valves 


Red Top Relief Valve 
Model No. 2, Approved 
by the Underwriters 
Laboratories, Inc. 
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COKE AS DOMESTIC FUEL ELIMINATES SMOKE 

The domestic smoke problem could be partially solved 
by the more extensive burning of coke in house-heating 
boilers, suggests the Bureau of Mines in a recently issued 
bulletin. The manufacture of coke for residence pur- 
poses would not only help to eliminate the domestic smoke 
nuisance but conserve natural resources. Industrial plants 
may be made to operate smokelessly on bituminous coal 
as it is easy to install the necessary equipment. For 
residences, however, an ideal fuel would be smokeless 
under all circumstances and could be burned by the aver- 
age householder in the usual equipment. Coke is such a 
fuel. The time is not yet ripe for the use of coke in in- 
dustrial plants, although it seems likely that in a few 
decades no coal will be burned before it has been carbon- 
ized and the valuable by-products recovered. 

Coking processes fall into two general classes—high 
temperature and low temperature. In the first class, coal 
is carbonized at temperatures of 900 to 1,200 deg. C.,, 
producing a coke of very low volatile content which is 
correspondingly difficult to ignite. The low-temperature 
process, now receiving considerable attention from en- 
gineers, proposes to carbonize coal at temperatures of 450 
to 600 deg. C. and produce a coke of higher volatile con- 
tent and more readily ignitible. 

Of the commercial coking plants in operation in the 


| United States at present virtually all use high-tempera- 














ture processes. They include beehive ovens, in which the 
by-products are not recovered; by-product ovens of the 
Koppers or Semet-Solvay type, and the ordinary gas retorts 
for the manufacture of illuminating gas. When 1 ton of 
coal is carbonized in a by-product oven at a temperature 
of 900 to 1,200 deg. C., the following products are ob- 
tained: coke, 1,100 to 1,400 pounds; gas, 10,000 to 12,- 
000 cubic feet (measured at 60 deg. F. and 30-.inches pres- 
sure); tar, 8 to 12 gallons; and ammonia, as ammonium 
sulphate, 20 to 24 pounds. 

High-temperature coke usually contains only about 2 pei 
cent of volatile matter, and for this reason is difficult to 
ignite or control in a domestic stove or furnace. However, 
with proper methods it can be made to give good results. 
Where a supply is available the heating contractor may 
co-operate with smoke elimination campaigns by bringing 
the use of coke to the attention of his patrons. 





STREAM POLLUTION INVESTIGATION IN WISCONSIN 

The department of engineering of the state of Wiscon- 
sin in co-operation with the conservation commission and 
various industries, carried out in 1926, an active program 
regarding industrial waste treatment and pollution of 
streams, 

During the summer of 1926 rather complete surveys 
of the Lower Fox, the Upper Wisconsin, and a small sec- 
tion of the Flambeau rivers have been made, principally 
with respect to the pollution from paper mill wastes. A 
survey was also made of the Sheboygan river following 
the destruction of fish at Sheboygan. In addition to the 
above, a survey arranged for by a legislative interim com- 
mittee, has been conducted under the direction of the 
United States Public Health Service, of the upper Missis- 
sippi river. 

A number of investigations with respect to the effect 
of plant wastes have been made which include minor in- 
vestigations dealing with improvements in methods of 
waste disposal from a number of canning plants. During 
the past canning season an investigation of an experi- 
mental chemical treatment plant for the purification of 
pea canning wastes, was made at Poynette in co-operation 
with the Wisconsin Pea Packers’ Association and the con- 
servation commission. 
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Greatest 
Improvement 





























Greatest in appearance. Greatest in 
cleanliness. Greatest in permanency 
of finish. Accomplishing the complete 
housing in china of the valve stem and 
all other metal parts, the advantages 
of DECECO ALL-WHITE CHINA 
FAUCET CONSTRUCTION are 
so obvious that it is now conceded 
the ultimate type. The foremost china 
lavatory manufacturers recognize this 
by adopting it for their finest lava- 
tories. Other faucet manufacturers 
admit it by futile endeavors to imitate 
it. But Dececo Patented All-White 
China Faucet Construction with no 
metal to tarnish, and not a crack or a 

. crevice for the lodgement of dirt, is 
beyond the reach of successful imi- 
tation. 


























Integral Spout Lavatory Vastly Improved 


With its use on most of the integral supply nozzle china lavatories now produced, the tarnished 
brassy valve stems so distinctly out of place on these clean white china lavatories are gone, and a vast 
improvement in beauty and cleanliness with a tremendous increase in their sale has resulted. 


DECECO ALL-WHITE CHINA FAUCETS wherever used invariably accomplish the same 
result. They bring any lavatory or tub up from the commonplace into the Modern All-White class, 
which every Bath Room buyer wants. 


Specify DECECO ALL-WHITE CHINA FAUCETS on your lavatories and tubs and make them 
abreast of the times with NO EXPOSED METAL. Add the distinction and prestige to your installa- 


tions which only these faucets can give. Your jobber can supply them in any style required. 


The DECEGO GOMPANY 
76 Batterymarch Street 


BOSTON 


DECECO 


(Dee — See — Co) 
CALL WHITE CHINA FAUCBTS &FIXTURES 
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HE installation of Sloan Royal Flush Valves has 


become standard practice, not only in large build- 
ings, but in residences and small apartments as well. 


Many plumbers, in their work on residence or small 
apartment jobs have found the Sloan Sizer to be a 
rea] help, a time saver and a source of valuable infor- 


mation. The Sloan Sizer is a calculator that gives the 
proper size of tap, service and supply pipe. 


With this handy device you can figure out the pipe 
sizes for the average small building where Sloan 
Roya) Flush Valves are to be installed, and know, in 


advance, that the whole job will be right. 


You ought to have one of these calculators. Sent to 
you free of charge. Just write, ‘‘Send me a Sloan 
Sizer’’ on your letterhead and mail it to the Sloan 
Valve Co., Chicago, Ill. 


























ROYAL FLUSH VALVES 


SLOAN VALVE COMPANY 




































By turning the dial so that the pres- 
sure at the main, elevation.of the 
highest flush valve, etc., are shown 
in the upper three openings, you will 
find the size of tap, service and 
supply pipe registered in the openings 
below. 





ROYAL FLUSH VALVES 
The Recognized Standard 


They are neat and up-to-date and 
improve the appearance of any 
bathroom. 


They are easy to install and can be 
relied upon to work efficiently with- 
out the necessity of regulation and 


require no attention to keep them 
in working order. 


They deliver a uniform flush at 
every operation. 

They can be used on any make of 
fixtures that require flushing. 


They can not be held open to waste 
water. 


New York City, N.Y. Seattle, Wash. 
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BUSINESS CONDITIONS IN LEADING JOBBING CENTERS 











CHICAGO 


Although no definite indications of a change in condi- 
tions have been shown during the past week, activity has 
been well sustained, with the prospect of continuing to 
do so for some time. Building operations are going for- 
ward under the stimulus of the prevailing good weather, 
and new building projects contemplated will call for good 
quantities of plumbing and heating material. However, 
as shown by the permit records for the past three years 
the amount of projected building is falling off from year 
to year. In the corresponding week of 1925 there were 
537 permits for a total valuation of $9,189,300, while the 
same week of 1926 showed 380 permits valued at $8,940,- 
500. In the last week 347 permits were taken out, their 
total valuation being $7,114,600. With this falling off 
to some extent of projected building operations, come also 
the reports of banks closing down on building loans, bad 
collections, and a tightening of money. This recession, 
however, is small and may be short-lived. 


Little or no variance is noted on the part of wholesalers 
as to their methods of buying, and as a whole they are 
still buying most commodities only for replacement pur- 
poses. Some reports have been received to the effect that 
a trifle larger stocks of enameled ware and pottery are 
being built up by jobbers, amd one large jobber reports 
that his company has at least a two months’ supply of 
material on hand at present. This however, is not the 
general condition. Manufacturers, while not making ex- 
ceptional efforts to build up large stocks in anticipation 
of future demands, continue to keep workable levels in 
their stocks, and are able to make prompt shipments in 
nearly every item. Jobbers also experience no embarrass- 


ment in delivering material as needed by plumbing con 
tractors, Prices have not changed during the week 

The Department of Commerce reports that the value 
of exports of enameled bathtubs in 1926 increased from 
1925, but decreased in number. Enameled closet bowls, 
lavatories and sinks declined both in number and in value. 
Earthenware bathtubs and lavatories, however, increased 
in number and in value. The total gain for the plumbing 
fixture group amounted to $257,144. 

The Department of Commerce also reports that Feb 
ruary shipments of domestic water softeners, as reported 
by eleven manufacturers, were 581 units, with a net sale 
price of $82,564, as compared with 581 units in January, 
with a net sale price of $79,126, and 637 units in Feb- 
ruary, 1926 with a net sale price of $94,709. 

Soil Pipe 

While the expected influx of Spring business has not 
been noted as yet, a reasonable tonnage of soil pipe is 
moving out of makers’ stocks. For the most part this 
tonnage continues to be for fill-in needs, as jobbers show 
a hesitancy toward building up stocks. Foundries are 
working on curtailed schedules, and are not building up 
large stocks at sources. Most of them, however, have 
stocks on hand sufficient for deliveries on most orders 
Prices remain firm and unchanged. 

Steel Pipe 

Mills are working at almost full capacity, and a good 
demand is evidenced for steel pipe. The greater bulk, 
however, is being disposed of in the oil country, while 
plumbing supply jobbers show little tendency to buy for 
the future. Most orders are for immediate shipment, and 
makers find no difficulty in making deliveries on short 
notice. These small orders for quick delivery aggregate 





RACTICALLY no change has been seen in the 
methods of buying on the part of wholesalers, 
who continue to buy only for current needs. Manu- 


facturers are maintaining adequate stocks at sources, 
and are able to keep abreast of the jobber’s demands 
without embarrassment. Jobbers’ prices, as a whole, 
are firm with the exception of a few centers where 
markets are spotty. Most manufacturers are keep- 
ing their plants at fair production, although they are 
not making any efforts to build up stocks to a point 
larger than is necessary to take care of the current 
needs of wholesalers. These, while not great, ac- 
count for a satisfactory volume on the books of most 
makers, In the case of pottery and enameled ware, 


a more defined tendency toward building stocks for 
the future is seen on the part of jobbers, but content- 








CURRENT CONSUMPTION MOVES BULK OF MATERIAL 


ment to keep small stocks is the general rule for most 
commodities. Manufacturers’ prices. are generally 
firm, and both jobbers and manufacturers are able to 
make prompt shipment on nearly any item. 

In nearly all districts, there is noted a slight falling 





off of building operations from the same week of last 
year. While this is general, it is so slight in some 
territories as to leave plenty of business for the 
plumbing and heating contractor during the Spring 
months. Reports have been received that money is 
tightening up, that collections are bad, and that banks 
have closed down to a certain extent on building loans, 
but it is generally thought that this may be only a 
temporary state of affairs. A number of large proj- 
ects are now under construction throughout the coun- 
try, however, and others are on architects’ boards. 
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Joseph Pratt, Towanda, Pa. 
(Fred Harden, 
Plumbing Contractor) 
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FINISHING touch to any bathroom, the T/N One-Piece 

Closet will prove a boon to plumbers who are ordered to 

modernize old homes. Here is a big market for the T/N- 
for its distinctive appeal will easily help to give that up-to-date 
atmosphere to many an old residence. Many exclusive features 
—get the facts! 


W. A. Case & Sons Mfg. Co., Buffalo, New York 


Potteries: Robinson, III. 
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a fair tonnage, though, and with the usual steady price 
conditions, jobbers are keeping stocks at low levels. 
Wrought Iron Pipe 
Calls on wrought iron pipe mills for the most part are 


for rush deliveries, calls for twenty-four hour shipments 


being not infrequent. With production being maintained 
at good capacity, manufacturers are experiencing no dif- 
ficulties in complying with such requests. A number of 
calls for assorted carload replacement shipments con- 
stitute a good volume on makers’ books, while a good 
tonnage is being shipped against specifications. One maker 
reports that March proved to be a very good month, and 
that April is expected to surpass March. There has been 
no change in prices. 
Enameled Ware 

The movement of ware from jobbers’ stocks has picked 
up during the week and is beginning to aggregate a fair 
tonnage. One wholesaler reports that business is un- 
usually good, while satisfactory describes the reports of 
others. A. large manufacturer reports that future book- 
ings are good, indicating a tendency on the part of jobbers 
to stock up for Spring finishing needs. Small replace- 
ment orders still constitute a good part of the total 
volume, and the requested prompt shipments which 
govern most orders, are easy for makers to fill. Stocks 
at plants are generally well-assorted, and deliveries on 
most items can be had as wanted. 

Pottery 

Shipments of orders which have been on the books for 
a long time were nearly all caught up during the week, 
although some makers still have a little left to ship. One 
potter reports that a good tonnage of future business has 
been placed recently, and that seasonal volume for the 
next few weeks will bring the total almost up to usual 
figures. Early shipment is specified on a number of these 
new orders. Jobbers are building up stocks for Spring 
needs to some extent. Stocks at sources are good, as a 
whole, and no trouble is encountered in making deliveries. 
Potters’ prices show no change during the week. 


Plumbers’ Brass Goods 

Buying on the part of jobbers during the week has for 
the most part been to keepstocks at seasonal working levels, 
most orders being for stock replacement, with immediate 
shipment requests. Some makers report a small volume 
of future business, although demand cannot be said to be 
heavy. A slight falling off in the number of wholesalers 
anticipating future needs was noted. The price situation 
which has not been too good, has shown little change, and 
still some reports persist of concessions made by some 
makers. Shipments can be made as needed in most cases. 

Range Boilers 

One manufacturer’s representative reports that his com- 
pany moved more range boilers during March than in 
any one month for the past year. Other makers state that 
conditions have not changed, jobbers ordering just enough 
boilers to ensure a level to take care of occasional demand, 
and not stocking for future needs. Manufacturers as a 
whole have adequate stocks on hand, and can make prompt 
deliveries on nearly all sizes and types. There has been 
no change in prices. 

Boilers and Radiators 

A fair seasonal demand for heating equipment is being 
shown, and the normal amount of business is being re- 
ported by manufacturers. Most of the orders showing on 
the books are for immediate shipment, and deliveries are 
fairly good on most items. Production is being main- 
tained at a good rate, but one maker is still a trifle be- 
hind on shipments of one type of radiator. Prices have 
shown no changes during the week. 
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NEW YORK 


There is nothing distinctly fresh in the New York ter- 
ritory this week aside from the depression caused by the 
walkout of plumbing mechanics in Brooklyn on April 1, 
leaving the industry on the side of plumbing practically 
tied up in that Borough. The other sections making up 
the Metropolitan area seem, according to reports, to be 
pointing toward a gradually accelerated building activity. 

For the most part, trading in this market continues at 
about the same rate with only slight improvement ap- 
parent in any changes. While wholesalers are not carry- 
ing large stocks they are in most instances preparing for 
the approaching increased business expansion. The busi- 
ness received by manufacturers is in the form generally 
ot small sized orders for immediate delivery which ag- 
gregate a substantial volume when totaled. Manufactur- 
ers’ prices on practically all of the major commodities 
remain unchanged. 

Comments incorporated in surveys of building condi- 
tions note extensive preparation being made for the future. 
Architects’ boards are in most offices cluttered, building 
departments are rushed with plans, and undertakings are 
increasing noticeably from week to week. Home buying 
has begun in earnest and land purchases are assuming 
heavy proportions. 

Soil Pipe 

Foundries continue making deliveries without 
from stocks maintained at a point proportionate to de- 
mand. Jobbers are in the market, which continues to be 
divided, for a seasonal amount of soil pipe. The divisions 
are the New York City market where a great deal of ton- 
nage is lost to larger manufacturers, and the far-reach- 
ing areas supplied by New York from which they are 
taking a good volume. There have been no announced 
price changes. 


delay 


Steel Pipe 

March was more or less of a peculiar month as far as 
the steel pipe business is concerned in this territory. Quite 
a little activity was experienced in the first two weeks 
while the last two uncovered an aspect of comparative 
lightness. During the last few days, however, demand has 
quickened. All in all the month saw somewhat heavier 
deliveries when compared with March, 1926. Produc- 
tion is well up and mills are amply stocked; consequently 
deliveries are not extended. Prices are unchanged. 

Wrought Iron Pipe 


Improvement though slight is seen in the volume of 
wrought iron pipe transactions during the week. The 
movement is comprised almost wholly of small orders 


which are forwarded to the mills with a growing fre- 
quency due to the increasing demands made on whole- 
salers by the trade. Mills are providing satisfactory de- 
livery service in replenishing the none too heavy stocks 
of jobbers. Manufacturers’ prices are firm and remain 
unchanged at the level established four years ago. 
Enameled Ware 

Manufacturers’ prices have not been changed. Reports 
put demand in a spotty light ranging from fair to good. 
Wholesalers for the most part are committing themselves 
for enameled ware about as plumbing contractors for- 
ward releases, keeping their stocks as low as safety will 


permit. Manufacturers’ warehouses show good ‘inven- 
tories; therefore deliveries at this time are forwarded 
promptly. 


Pottery 
Jobbers continue to commit themselves for pottery for 
delivery on specific buildings now in the course of con- 
struction. Their stocks, while not heavy, appear ample 
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for all needs considering the promptness of deliveries from 
manufacturers. The turnovers of wholesale houses are at 
present rather light. No price changes have been an- 
nounced. 
Plumbers’ Brass Goods 

Many of the cast brass manufacturers seem to be go- 
ing after business in a vigorous fashion and are showing 
a little less regard for existing sheets. This is more prev- 
alent in cast quarters than in tubular. Manu- 
facturers of the latter type for the most part are booking 
much more desirable business. Many wholesalers report 
an increase in over-the-counter-to-plumbing-contractor 
business and are endeavoring to keep their stocks com- 
plete and well assorted. No new price sheets were issued 
Deliveries are being made promptly. 

Range Boilers 

While current demand for range boilers continues light, 
the outlook for future business is bright. Jobbers’ re- 
quirements are in most all instances being cared for by 
bookings made prior to the January advance which was 
almost general. Prices are showing strength at the new 
sheets which unchanged. Deliveries made 
promptly. 


brass 


during the week. 


remain are 
Boilers and Radiators 

The requirements of heating contractors are at present 
comparatively light. Demand during the last week of 
March was especially so due to the tendency to hold off 
releases until after the first of the month. Manufacturers 
are maintaining a good rate of production as the prospects 
for immediate future business hold greater activity. Prices 
unchanged. Deliveries are made promptly. 


PHILADELPHIA 


Figures covering the issuance of building permits for the 
city of Philadelphia during March show a significant in- 
crease in the percentage of the money involved in the build- 
ing of dwellings as compared to other types of construc- 
tion. It is shown that 1,273 operations of two-story houses, 
with a total valuation of $5,480,225, were this 
being approximately 43 per cent of the total volume of 
construction. This is extremely good for this kind of 
construction, from the percentage standpoint, for the usual 
monthly comparison sheet shows about 33 1/3 per cent of 
the total devoted to dwellings. This is of course par- 
ticularly interesting to the plumbing and heating trades, 
as homes require a relatively larger percentage of plumb- 
ing and heating material than any other class of buildings. 

Total permit figures of $12,788,130 for the month are 
over two millions of dollars below the figures for March 
of 1926, but this disparity is reduced when it is taken into 
consideration that buildings for use at the Sesqui-Centen- 
nial accounted for $1,300,000 of last March’s permits. 
This reduces the falling off to less than a million dollars, 
and makes March the best month of the year in compari- 
son to That this is true can be seen easily 
when totals for first quarter of the two years are 
shown, the three months for this yearshowinga decrease of 
40 permits amounting to $8,659,560. Thus nearly eight mil- 
lion dollars of the first quarter’s loss came during Jan- 
uary and February. Totals during the month just closed 
were less for dwellings and office buildings than a year 
ago and more for garages and stores. 

Demand in the district is picking up slowly from week 
to week. Both manufacturers and jobbers report the 


are 


issued, 


1926 figures. 
the 


quality of demand improved since our last report. Master 
plumbers and heating contractors, while not yet burdened 
with work, are finding more inquiries for the services of 
their mechanics 


than formerly. Price conditions have 
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changed little during the week, manufacturer’s figures in 
most instances showing firmness. Prices from wholesalers 
vary with the size and desirability of the order, many 
stating the average margin of profit is too low. 

Shipments of all items can be made with promptness in 
practically all instances. 

Soil Pipe 

Demand has shown considerable impetus during the 
week.e Many operations are under way, and master plumb- 
ers are finding use for soil pipe. The small stocks on hand 
in most wholesale warehouses are causing jobbers to 
place orders for immediate delivery. Prices have not been 
changed. Large foundry stocks make quick shipments 
possible. 

Steel Pipe 

Demand has shown a slight quickening, one mill re- 
porting the best week’s business of the year, and an- 
other stating an increase in the number and size of the 
orders received. Practically all business placed is for 
prompt delivery. Prices are holding steadily firm. Prompt 
deliveries are the rule. 

Wrought Iron Pipe 

The last week of the month was a good one for one 
mill which has been reporting a slackness of demand for 
the past three months. March, however, witnessed only 
about half as much goods shipped into the territory as 
was distributed during the same month last year. The 
biggest part of this business was placed during the last 
half of the month. Prices have not changed. Early de- 
liveries can be made. 

Enameled Ware 
Demand for this product is also improving, but ap- 


parently not in as large a measure as for roughing-in ma- 
terials. This is natural in view of the fact that there are 
comparatively few buildings ready for the installation of 
enameled ware, and wholesalers are not building up stocks 
to any extent. A great deal of the ware being used is 
picked up from manufacturers’ local warehouses, although 
there are quite a few carload orders being placed. Prices 
have not been changed. There is no delay in deliveries. 
Pottery 

Considerable continues in quotations on spe- 
cials and high grade ware, with actual placing of orders 
still in a large measure in the future. Current business 
on staples continues to be light, but shows a slight im- 
provement over the first of last month. There are very 
few orders being placed for future delivery, an even price 
tone being forecast by the majority of wholesalers. Potters 
are quoting substantially the same prices as they were a 
week ago. Staples can be delivered quickly without dif- 
ficulty. 


interest 


Plumbers’ Brass Goods 

Cast brass salesmen state they are receiving a number 
of orders for shipment during the next 60 to 90 days, with 
fair amounts specified for shipment at once, and scheduled 
shipping dates contained in the contracts. This class of 
business, one manufacturer’s representative states, now 
amounts to more than the quick delivery type. More activ- 
ity is also noted by tubular manufacturers, but little of 
the business placed is for future delivery. Cast brass 
prices are holding fairly firm on a base somewhat higher 
than a year ago, but a trifle lower than the quotations last 


Fall. Tubular prices show little strengthening since last 
week’s report. The average manufacturer can_ ship 
promptly. 


Range Boilers 
Demand apparently has improved since last week, with 
a disparity in reports still being received by manufac- 
turers. Those who stated business was slow now assert 
that demand is better, while others find an active demand 
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Special Notice to Plumbing and Heating Contractors 


The following manufacturers have 
authorized us to send to the plumbing and 
heating contractors, upon request, their loose 
catalog sheets for use in the binders distributed 
through the National Trade Extension Bureau. 


These loose sheets are reprints of catalog 
pages appearing in ‘Domestic Engineering 
Catalog Directory.”’ They are uniform in size 
814x105% inches—printed on a good grade of 
light paper and punched to fit the binder. 


i Re gs Pee ea Port Chester, N. Y. 
Acme Asbestos Covering & Flooring Co..........Chicago, Ills. 
Oe SS eae Coxsackie, N. Y. 
OS | oer Waterbury, Conn. 
ee a Chicago, Ills. 
American Steam Pump Co................ Battle Creek, Mich. 
eo ee Bridgeport, Conn. 
Automatic Gas-Steam Radiator Co............. Pittsburgh, Pa. 
MOE TE MIO EBS soos ccs secs dens énceee Boston, Mass. 
NSMNE Ns a, ATS tk oo 0 os 409-6, « 5050/8 6.9.0 aso0 oeae Warren, Pa. 
Beaton & Cadwell Mfg. Co............... New Britain, Conn. 
Beaton & Corbin Mfg. Co................ Southington. Conn. 
NT EE BD Gir 5 oe ov bss sinc esse bade ss ewree Marietta, O. 
NM CREE SOs ho ooo sic soe wes bo cee 5 owe Rock Island, Ills. 
Macsey Bits. Co... INCOM «0. cect ees Detroit, Mich. 
0 eS ee ee eee Warren, Ohio 
I "er Bridgeport, Conn. 
Brunswick-Balke-Collender Co.............-..+- Chicago, Ills. 
ues ai at dudeverberatutecana Lorain, Ohio 
CO TONE WOME, TRC. 05 i cece cece cece aes Gowanda, N. Y. 
I MID, og nics cscs evistvevcessvadie Detroit, Mich. 
OS a A er Buffalo, N. Y. 
See eee eT ere New York City 
IRIN NAN 5 0.055: 6 '5,<0% 515.0 810.5 904 096 ses 0 Pittsburgh, Pa. 
ee ae Chicago, IIl. 
Chicago Granitine Mfg. Co......... Ral osiate erence Chicago, Ill. 
Chicago Pipethread Machine Co............++0++ Racine, Wis. 
ra reg PO. ee McKeesport, Pa. 
Commonwealth Brass Corp..............-.00+: Detroit, Mich. 
E.R Latrobe, Pa. 
ontiongntel Stesdter Corp... ... 0... ccc cece cee Dunkirk, N. Y. 
Crampton-Farley Brass Co................. Kansas City, Mo. 
| re Pittsburgh, Pa. 
RE Loe SS ee Pee Medford, Mass. 
DRA COTE MPPOCUICIS GO, . oo. ee cc iceecoeseeens Lansing, Mich. 
Davis Hagineering Corp. .........e.csssccees Elizabeth, N. J. 
OS BS Sa ee ee er Boston, Mass. 
en ee LECCE TE Detroit, Mich. 
Bretrene Bren OF) Bite. Co. ..n we cc ccc cecec ens Detroit, Mich. 
MEIN. 505. oso cscs acenecceve dd Cleveland, Ohio 
I ae Sai ok ays ara h oglvs On 3.ad wee Berea, Ohio 
EE I Non a Sa ain SieGneax Sa Oa Boyertown, Pa. 
SIN III GD. a5 os. 6. 5c 0 os sig ceo eno ges caaws Chicago, Ils. 
Mr ee Maik eg fais vi ig ol aaa Bea hour Boston, Mass. 
Excelso Specialty Works, Inc...............005 Buffalo, N. Y. 
SN TE I so as Ge icv eee dcadaeowenseet Exeter, N. H. 
Te er errr Boston, Mass. 
IN MMIII, TING. nc sss ce sccoescccctves Seneca Falls, N. Y. 
8 Se ayers core eee Hatfield, Mass. 
Greenfield Tap & Die Corp................. Greenfield, Mass. 
NS oe s,s ales 6. eww 4h4o Retold Dayton, Ohio 
ce i Grand Haven, Mich. 
Hercules Chemical Co., Inc............eecee¢ New York City 
NC, BER MUNOIO'OR sic cic ce rise ccees vanes Newark, N. J. 
MMi 5555 soi win. 0's'6' 0 ev awa Valley Falls, R. I. 
Honeywell Heating Specialties Co................. Wabash, Ind. 
eS Chicago, IIls. 
J. R. S. Specialties Mfg. Co., Inc............ Patchogue, N. Y. 
ae 1,6 0-6: 58 wre% w dine ww wallace New York 
ee Detroit, Mich. 
eee fy tT Oe a Boston, Mass. 
wones Hiotiow Ware Co.............0scccerce0e Baltimore, Md. 
 dichdcinereeescuss0xesehe Newington, Conn. 
I a 4 6 wiki oS p ide ¥ steed Grand Haven, Mich. 
RO WOE MEE MOD, og cesses ce scdscavenes Elmira, N. Y. 


Kenney-Cutting Products Corp............... New York City 


If you have the binder and desire loose cata- 
log sheets, write Domestic Engineering Co., 
1900 Prairie Avenue, Chicago, on your letter- 
head, giving the names of concerns listed be- 
low whose lines you are interested in, and we 
shall be glad to send you the sheets without 
charge. If you are not using the binder and 
wish information regarding it, write to the 
National Trade Extension Bureau of Evans- 
ville, Indiana. 


BT Erie, Pa. 
Kokomo Sanitary Pottery Co.................. Kokomo, Ind. 
po ne OS 0 re Jersey City, N. J. 
Jr ee a Ol re St. Louis, Mo. 
Lambertville Pottery Co.................. Lambertville, N. J. 
SE) er Cincinnati, Ohio 
a ee ree Trenton, N. J. 
pO” Grand Rapids, Mich. 
Mfg. Equipment & Engineering Co........ Framingham, Mass. 
pe aa ee ere Owensboro, Ky, 
Marvel Machine & Brass Works.............. Cleveland, Ohio 
Meneley-Diederich Co. Inc................. Los Angeles, Cal. 
pI Detroit, Mich. 
PURIHNONG BOOM POUMEEY 5. oc ccc cert cceccene Milford, Mass. 
Misener & Irving Mfg. Co................... Syracuse, N. Y. 
PUEDE 5 oi5 ios Seis wee se caw ecesios Harrisburg, Pa. 
ar New York City 
OUTER EN 62009 5 r6 Talo 01'640) 00) oc ou0\'ei c'e 9 Bde 600 New York City 
National Steel Tank & Mfg. Co............0005 Bradford, Ills. 
Niagara Radiator & Boiler Co.......North Tonawanda, N. Y. 
Northwestern Chemical Co................... Marietta, Ohio 
Nye Tool & Machine Works.................... Chicago, Ills. 
I PINS vce ccc cece sesicescecevans Newark, N. J. 
yg re Philadelphia, Pa. 
ee ee Los Angeles, Cal. 
PUM EGER COs ow oss soc te eee ensine Boston, Mass. 
MandOIph-Clowes Co. 2.2.02 cccccesecssone Waterbury, Conn. 
gees ca det kee avavecesesces New York City 
po eee ee eee eee Erie, Pa. 
node ieand Pittings Co. ..........0csceee Providence, R. I. 
Richmond Engineering Co., Inc................ Richmond, Va. 
Richmond Foundry & Mfg. Co., Inc. .......... Richmond, Va. 
Riverside Fdry. & Galvanizing Co.......... Kalamazoo, Mich. 
Robinson Mfg. Co...... Se eee ee Cleveland, Ohio 
Russell Mfg. Co., Inc., J. M................Naugatuck, Conn. 
Se VOI OO oo cece scnsdecwccessene Detroit, Mich. 
Sherwood Brase Works........0....cceceeees . .Detroit, Mich. 
ee eee ee STEER New York City 
Standard Water Systems Co. of N. J.......... Hampton, N. J. 
I PIN GO voce cc cessicesecens Newcomerstown, Ohio 
I ee Chicago, Ills. 
ee ee Medina, N. Y. 
pO Oe ere eer svecehate Chicago, Ills. 
N25. o.oo. ds doe! s6 aa, ana 'e Sl¥ 086 10).8 @ 0 Newark, N. J. 
Toledo Pipe Threading Machine Co.............. Toledo, Ohio 
TIE Gg oo ccc css ccccsacnecerens Trenton, N. J. 
Trenton Brass & Machine Co...............++. Trenton, N. J. 
I FI Bi oc oiscc ccc csccrcesccsens Westfield, Mass. 
Universal Smokeless Boiler Co..............455 Ravenna, Ohio 
i Se era Fort Wayne, Ind. 
Ce ee eee Willimantic, Conn. 
Wade Iron Sanitary Mfg. Co................... Chicago, Ills. 
IN 09 gs oo o's 6) Bisa ania. 0-2 wrath se so ceeoed Boston, Mass. 
I RI Go cassis sie eneees ea eed ve Worcester, Mass. 
Warren Tool G Fords Cos. 5 5. ccc cinccccees Warren, Ohio 
Washington Metal Products Co....... Washington C. H., Ohio 
We I case sscccdenctvececwcevedene Chicago, Ills. 
Wheeling Machine Products Co............. Wheeling, W. Va. 


.Grand Rapids, Mich. 
Poison Hartford, Conn. 


White-Steel Sanitary Furniture Co..... 
Whitlock Coil Pipe Co........ 


I lg Sl a iii a eed bas cndecsesinwma Chicago, Ils. 
SU Ee 55.65.0006 sco secesne ning Buffalo, N. Y. 
Worcester Brush & Scraper Co..............-. Worcester, Mass. 
““X”’ Laboratories......... ee Poe ...New York City 
Womens BGG CO... cc cccccss eer rr werk eae Chicago, Ills. 
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Makers have large inventories, in most instances. Prices 
have not changed. 
Boilers and Radiators 

Current demand is not great at this season, and ship- 
ments into the territory reflect this condition. Whole- 
salers are apparently not desirous of booking a very large 
volume of either boilers or radiators. Makers’ stocks are 
ample to provide for any expected demand, and whole- 
have not 


sale inventories are in fair shape. Prices 


changed 


NEW ENGLAND 
Despite the fact that activities among the plumbing 
and heating trades have not been stimulated to any great 
extent during the first quarter of this year, it is interest- 
ing to sean a compilation of figures prepared by the F. 
W. Dodge Corp., where are shown statistics of building 
and engineering operations in New England. Comparing 
the week ending March 29, against the corresponding 
weeks in earlier years, the summary shows, 1924—$5,- 
342,000: 1925—$5,986,000: 1926—$11,890,000: 1927— 
$11,117,200. This data shows evidence of healthful con- 
ditions, slightly below last year, but by far in excess of 
the previous years. 

Developments of large nature are largely responsible 
for the 1927 figure as quoted above. Additions, altera- 
tions and construction of hospitals, office buildings and 
schools are steadily increasing. Residential proposals, 
while good in some suburban localities, are generally be- 
hind those of last year. 

3uying for current needs still prevails in the plumbing 
and heating trade, and wholesalers are not increasing 
their stocks to any large extent. Makers, on the whole, 
expect a good volume during the remainder of April and 
the month of May, judging from inquiries and future de- 
livery orders, received from jobbers. Prompt deliveries 
are being effected from all sources and the general price 
trend of the market remains steady. 

Soil Pipe 

Movements of soil pipe are becoming more brisk as the 
season sets in. Mild weather has developed foundation and 
frame works, both in residential and in the larger types 
of construction, with the ensuing demand for roughing- 
in. Wholesalers are quoting frequently on numerous 
operations, anticipating the realization of these by main- 
taining well assorted stocks and attending to April and’ 
May shipments. There is, however, no immediate in- 
crease of note recorded in foundries’ sales, but produc- 
tion is being carried on at a good rate. Deliveries are 
prompt. Prices remain firm and unchanged. 

Steel Pipe 

No marked activity is reported by mills or jobbers in 
the sale of this commodity. Turnovers of distributors for 
the first quarter of the year compare favorably with those 
of the corresponding period of previous years, Mills are 
producing at a rate of 75 to 80 per cent of their capaci- 
ties, enabling them to make prompt shipments, and at 
the same time accumulate a good surplus. Jobbers’ stocks 
are generally complete and well assorted, no shortages 
existing. Prices are firm and unchanged. 

Wrought Iron Pipe 

Prospective developments are keeping mill representa- 
tives busy. One mill states that although the first three 
months of the year were not marked by exceptionally 
large shipments, their sales records showed a slight im 
crease over the first quarter of 1926. Little advance buy- 
ing is being done by contractors and distributors, ship- 
ments for present need accounting for the existing volume. 
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A well varied supply is being maintained by jobbers, 
Firm prices are reported, no changes having occurred. 
Enameled Ware 

Only an indefinite summary of the enameled ware 
market is offered, due to conflicting reports received from 
numerous sources. On the one hand, a leading maker 
finds an increase in his shipments to jobbers’ stocks, while 
several others report that quiet conditions still prevail, 
While several jobbers are shipping ware on contracts pre- 
viously secured, mounting into good volume, others are 
still marking time, awaiting the development into actuali- 
ties of numerous quotations which are being made. Car- 
load shipments are offered immediately upon receipt of 
orders at factories. Makers’ local warehouses are being 
kept well supplied. While jobbers are not stocking 
heavily, their assortment is good. Prices are firm and 
have not changed. 

Pottery 

Shipments from potteries of special ware for specified 
jobs are a little more pronounced, while the movement 
of staples shows no decided increase. Plumbers’ present 
demands are of a light nature, but price inducements for 
quantity purchases are sustaining the movements from 
jobbers’ stocks. Supplies at points of manufacture are 
sufficient to afford prompt shipments. Jobbers’ stocks of 
staple ware are well kept up and equally well assorted. 

Plumbers’ Brass Goods 

Jobbers are drawing only lightly on contracts placed 
heretofore for shipments during April and May, taking 
advantage of makers’ abilities to ship as soon as notified. 
No predominance is evident in the movement of either 
cast or tubular brass goods. Price concessions for large 
orders are still granted to jobbers and plumbing con- 
tractors, but neither are largely availing themselves of 
this fact due to the present quiet status of the market. 
Jobbers’ shelves show a good assortment and are well 
filled. Prices are firm and unchanged. 

Range Boilers 

Releases on previous contracts made with jobbers afford 
makers good volume for the first weeks of this month. 
One maker reports a tapering off in his production for 
this week, but this is only spasmodic, considering last 
week’s report. Stocks in the factories are not allowed to 
diminish and consequent good deliveries are being made. 
No increase worthy of note is felt in demand from the 
trade, but wholesalers are keeping their stocks at good 
levels. Quotations of makers and jobbers show no change 
over last week. 

Boilers and Radiators 

Several manufacturers in this territory felt a new lease 
on life in their business during the past week, sensing 
a departure from the sluggish conditions which have 
previously prevailed. Others find no apparent increase in 
their volumes. The number of quotations being made 
lends a decided air of optimism to the near future. Dis- 
tributors’ orders for shipments in the following weeks are 
light and their holdings are not exceptionally large. 
Makers’ local supplies are well rounded out, affording 
prompt deliveries. Prices are firm and unchanged. 





Joseph Larkin, 206 Corey road, Brookline, Mass., will 
fio the plumbing on the distributing station for Harry C. 
Pape, 219 Vassar street, Cambridge, Mass. 

Redmond Heating Co. was low bidder on the heating for 
the U. S. Veterans’ Hospital to be erected at Bedford, 
Mass., on its bid of $118,000, with an alternate bid of 
$133,000. 

The Brennan Co., Amarillo, Tex., has been awarded the 
genera! contract for the new $375,000 hotel to be erected 
in that city. 
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PACIFIC COAST 


Business continues at about the same level as it has 
peen doing for the past six or seven weeks and as a whole 
is only about fair. It has not reached the level that 
pbuilding permits already issued this year indicate it 
should, and the general tendency of all buyers seems to 
be to withhold purchasing materials until they are actually 
required, as the feeling prevails that practically all of the 
materials required by trade can be obtained on short 
notice from either jobber or manufacturer. Price condi- 
tions vary in the different jobbing centers and are more 
firm in some than in others. 

Soil Pipe 

This commodity continues to move in small lots for 
immediate requirements only with very little change ex- 
pected until building work commences to be more active. 
Stocks in distributors’ hands are as a rule ample and 
sufficient to take care of present requirements of the trade 
without delay. Prices remain unchanged. 

Steel Pipe 

There continues a moderate demand for this commodity, 
with very little if any forward buying being done by the 
trade at present. Distributors’ stocks generally are well 
assorted and present requirements can be filled without 
delay. 
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Enameled Ware 

The sales of enameled ware from jobbers’ stocks so far 
this year are not up to those of the same period of last 
year. There is, however, a considerable quantity of ware 
reaching the trade outside of the regular channels, and 
this is having its effect on the jobbers’ sales. Prices, 
while varying in the different jobbing centers, remain 
unchanged. 

Pottery 

There is not any noticeable change in the demand for 
this commodity which as a whole continues to be mod- 
erate. Distributors generally have ample stocks and 
present requirements of the trade can be filled without 
difficulty. Prices remain unchanged. 

Plumbers’ Brass Goods 

While there continues a good demand for this com- 
modity, business is divided not only between jobbers, but 
also manufacturers soliciting the trade direct, all of 
which has its bearing on the individual distributors’ 
sales. Prices to the trade, while unchanged, continue at 
a low level. 

Range Boilers 

There continues a moderate demand for this commodity 
which is better in some jobbing centers than in others. 
During the week Oregon jobbers advanced their prices in 
line with the recent manufacturers’ advance. In other 
jobbing centers, no change in price has been made. 


The Metal Market 


Average Average Average 
Apr. 4 Feb., 1927 Dec.,1926 1926 
PIG IRON— 
No. 2 foundry, Chicago, 
WE, 6 aiid edie S ae-ote 8 $20.00 $20.25 $21.00 $21.65 
PLATES AND’ SHEETS— 
Steel boiler plates, Pitts- 


DGlem, OOP Wisccacs 1.85¢ 1.90¢ 1.90¢ 1.89¢ 
Blue annealed _ sheets, 
No. 10, Pittsburgh, per 
Mi a Ae aic. cepa ke is b'v.cte)a%s 2.15¢ 2.20¢ 2.30¢e 2.40¢c 
Black sheets, No. 24, 
Pittsburgh, per lb.... 2.80c 2.90¢ 3.00¢e 3.17¢ 
TIN— 


TRE CA i hess cee vis 68l%c 
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COPPER— 
Prime Lake, f. o. b. re- 
io ile eran «wea 1052 
Electro, delivered 13 c¢ 
LEAD 
CO iv oc acueewe +. ¢.866 
The Old Metal Market 
Dealers’ Buying Prices 
Per lb. Per lb 
Aluminum eclippings....20 ce Copper, light F 9loe 
CE ee eee 621%4¢ Copper, uncrucibled 
Brass, light «....0s. . 6\4e ae 10%,¢ 
Brass, heavy mixed.... 7%ec Faucets and valves 9 « 
,. GUE ccccccetes 9%e Lead, heavy 6\4ec 
Copper, crucible oor kb HO Solder joints ll e¢ 


NOTE: Prices are those quoted on Monday of this week 


The Stock Market 


Quotations furnished by Frazier, Jelke & Co., Chicago 











Par 1927 
Value High Low Quotations of April 4, 1927 * Bid Asked Last 
25 119% 11044 American Radiator Co., com A 115 151g 11514 
100 135 13314 American Radiator Co., pfd. A 134 135 135 
50 48% 45 Anaconda Copper Mining Co A 463¢ 4614 463% 
NP 382g 2854 Brunswick-Balke-Collender Co A 30 31 3014 
NP 68% 42 A.M. Byers Co., com. A&F 634 6614 63% 
100 107% 106 A. M. Byers Co., pfd. . A&F 107 10714 107 
100 120 115% Century Electrie Co., com G 115 115% 
100 106 102 Century Electric Co., pfd G 101 104 102 
50 48144 437% Chicago Nipple Mfg. Co.,“A” B 47144 4814 4814 
50 33% 31 Chicago Nipple Mfg. Co. “B”’ B 33% 3334 3314 
25 852 48 Crane Company, com C #& 4915 48 
100 118% 117 Crane Company, pfd. C 118 11814 118 
100 90 8414 Detroit Brass & Malleable Works D 90 95 90 
20 30 2614 Eagle-Picher Lead Co 1 28 29 1) 
NP 4234 3934 Fairbanks, Morse & Co., com A 4014 41 404 
100 112 107% Fairbanks, Morse & Co., pfd A 109 11144 110 
NP 7354 60 Johns-Manville, Corp B 65% 67 6514 
100 161 100 Jones & Laughlin, com F 15234 15334 
100 120 117 Jones & Laughlin, pfd. F 120 12014 120 
10 19% .16 Michigan Copper & Brass Co D 17% 19 18% 
100 19934 160 National Lead Co., com A 19214 194 193 
100 130 11734 National Lead Co., pfd. A 126% 128 12614 
100 106 102 Ohio Brass Co., pfd H 104% 106 
NP 84% 77% Ohio Brass Co.,“B”... H 380 82 $44 
NP 12% il Pacific Steel Boiler Corp. B ll 12 1174 
100 108 100144 Penberthy Injector Co., pid. D 100 10014 
25 25 24 Pierce, B. & P. Mfg. Corp., com U 2 27 25 
100 101 99 Pierce, B. & P. Mfg. Corp., pfd U 100 103 100 
NP 2534 2134 Richmond Radiator Co., com. B23 2314 234% 
NP 54 46 Richmond Radiator Co., pfd B 5l 513g 51% 
100 65 60  Scovill Mfg. Co... I 60 60 
25 «96 8234 Standard San. Mfg. Co., com F 82 85 823, 
100 117 11344 Standard San. Mfg. Co., pfd F 115 117 
100 .... Trenton Potteries Co., com U 45 55 47 
Gt ada - Trenton Potteries Co., pfd U 95 105 fl 
100 228% 202 U.S. Cast Iron P. & F. Ca, com A 215% 217 216 


> 


100 115 112 U. S. Cast Iron P. & F. Co., pfd 11444 115 1147 


NP 42 40 U. 8. Radiator Corp., com D 40 40 
100 101 99 U. S. Radiator Corp., pfd. D 97 99 99 
100 67% 5634 U.S. Rubber Co., com A 6] 6134 61% 
100 111% 107% U.S. Rubber Co., pfd A 110 11044 110 
100 1703¢ 1534 U.S. Steel Corp., com , A 169% 170 170 
100 132 129 U. S. Steel Corp., pfd. A 131% 132 132 
NP 27 18 Walworth Company A 24 2444 24 
NP 1534 1334 Williams Oil-O-Matie Htg. Corp C 13% 14% 13% 
NP 7 4% Wolff Mfg. Corp... C 4% 5 4% 
NP 974% 85% Youngstown Sheet & Tube Co A 93'¢ 9344 93% 
*Where listed— 
A—New York Stock Exchange F—Pittsburgh Stock Exchange 
B—New York Curb Exchange -G—St. Louis Stock Exchange 


H—Cleveland Stock Exchange 
I—Cincinnati Stock Exchange 
U—Unlisted Stocks 


C—Chicago Stock Exchange 
D—Detroit Stock Exchange 
E—Boston Stock Exchange 





ANNUAL MEETING OF E. T. G. A. CALLED 

The annual meeting of the Eastern Trade Golf Associa- 
tion will be held at the Hotel Astor, New York City, 
Wednesday noon, April 13, it is announced by President 
Herbert J. Reeves, who has issued the call. New officers 
will be elected, a new captain will be selected, and plans 


for 1927 discussed. 
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PRICES OF SOIL PIPE GROW FIRM IN 1926 

The accompanying chart shows the trend of soil pipe 
prices from 1922 to 1926, inclusive. Soil pipe has had the 
reputation of being one of the most fluctuating commodi- 
ties sold in the plumbing trade. As can be seen by study- 
ing the line on the chart it was not unusual for prices of 
this product to change as often as seven 
The year 1926, however, was marked by 
market conditions which prevailed. 


times a year. 

the stabilized 

The prices in effect 
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co-operation between the and certain 
health work in England. 

The financial situation of the laboratory was discussed 
The laboratory spends, and needs to spend, about $5 per 
year, per member, of the society, in addition to the $14 
per year, per member which the members pay with their 
dues. 

This additional money is given by the manufacturers of 


apparatuses used in heating and ventilating and by other 


laboratory public 
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at the beginning of 1926 were those established in No- 
vember of 1925. In February, 1926, a new sheet was 


issued advancing prices 2% points and this was the only 
change that occurred during the entire year. These prices 


carried over into 1927 and are in effect at the present 


time. In April, 1926, there was an advance of 2% points 
by one maker, but, as this was at no time the average 
market and lasted for only a short time, it is not indi- 


cated on the chart. 

Foundry business was dull through April and the early 
part of May, 1925. During this slack period most foun- 
dries were accepting business at prices 7% points under 
the December, 1924, sheet, which was supposedly in effect. 
The sloping dotted the this 
weakening. 


line on chart represents 


A. S. H. V. E. RESEARCH COMMITTEE AND FAN 
MANUFACTURERS MEET IN PITTSBURGH 


The research committee of the laboratory of the 
American Society of Heating and Ventilating Engi- 
neers held a meeting at Pittsburgh on March 24. 


Eleven out of the fifteen members attended, which was a 
remarkably high percentage. The committee to co-operate 
with the Rochester school board met at the same time. 

A joint luncheon was held at the Hotel Schenley with 
the the National Association of Fan Manu- 
facturers, following which the whole party inspected the 
laboratory of the A. S. H. V. E. In the afternoon an 
informal discussion between the committee on research 
and the Fan Manufacturers’ Association was held in the 
at the Bureau of Mines. 

The committee on research ratified an agreement for 
co-operative research with the University of Wisconsin 
to be conducted at Madison, on air infiltration through 
building construction. It also approved a tentative con- 
tract for research by the laboratory for other societies 
or organizations. 

An agreement for co-operative research with the Car- 
negie Institute of Technology was authorized. Carnegie 
Institute has for several years, given the laboratory very 
valuable physical and financial co-operation. An arrange- 
ment was effected whereby certain research being con- 
ducted at Harvard University will in the future be closely 
co-ordinated with parallel work at the laboratory. It 
was voted also to take steps which will bring about closer 


members of 


conference room 


_SO/L__ PIPE 
1924 








effective for the chairman of the 


friends. It seems most 
committee on research to solicit collect this 
It need not be so large a part friendly 
as to be a burden. The list of those who are contributing 
is to appear in the journal of the society each 
The meeting of the committee on research 
harmonious and constructive. 

The Rochester committee, which is a research 
committee, met with the committee on research. 
are moving slowly, as there are so many divergent views, 
and so many different Rochester 
cedure is cumbérsome. 

The sense of the meeting which was transmitted to the 
Rochester board of education, was that the board would 
save time and would reduce lost motion if it should forth- 
with proceed to draw up its own code for the entire pro 
posed test of window ventilation versus mechanical ven- 
tilation, regardless of approval by any of the committees. 

The joint inspection with the fan manufacturers covered 
the infiltration experiments, the heat meter and the two 
psychrometric laboratories. 

A heat meter installation in the Hotel Schenley 
in continuous operation on an existing outside wall. 

Several subjects were being observed in the psychro- 
laboratory, breathing through gas masks 
delicately adjusted apparatus which, combined with other 
observations, enabled the entire heat loss to be measured 
accurately. 

Several 


and 
of each 


money. 


budget 


month, 
was entirely 


sub- 
Things 


committees that pro- 


Was 


meétric into 


hours were spent in a very interesting 
discussion of the broader phases of the laboratory. 

The fan manufacturers have been generous contributors 
to the finances, and have reaped very considerable direct 
reward from the discoveries made by the laboratory, espe- 
cially in the matters 
motion. 

The snappy, informal discussion was, evidently, quite 
effective in selling the idea of a great laboratory devoted 
to public service, not only to the fan manufacturers, but 
also to the members of the committee on research, many 
of whom were visiting the plant for the first time. 


joint 


of temperature, humidity and air 





Construction will start at once on the new $150,000 
St. Francis Hotel at Port Angeles, Wash. The hotel is be- 
ing built by Doctors W. J. Taylor and D. E. McGillivery. 
G. C. Field, of Seattle, is the architect. 
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Ontario Plumbing Inspectors’ 
Annual Convention 


(Continued from Page 39) 
score or more men, who see all the work done in their 
respective localities, will always have something new and 
instructive to offer; also, our meetings are wide open 
to manufacturers, master plumbers, journeymen and 
health officials, and at all times discussion and debate on 
any question that may arise is invited. 

“The real value of a convention comes, however, after 
the noise subsides and the delegates return to their homes 
and to their respective duties. If it is only an annual 
‘gab-fest,’ exciting and frothy while it lasts, but flat and 
unprofitable after the froth has blown away, then it is 
questionable whether the time and effort spent was jus- 
tified. If a delegate can carry away with him a new idea, 
an inspiration to his trade, a solution of a difficulty, then 
the convention has been a success, and has qualified the 
need for having one. 

“RKducation along the lines of former conventions is 
what the plumbing trade requires for sane and permanent 
work, and in my opinion there is now being shown a more 
tolerant spirit amongst the various branches of the plumb- 
ing and sanitary industries to develop this, and a greater 
interest taken in each others problems. 

“The activities of this association are becoming more 
pronounced each year, and as a result the help received 
from one another makes progress and accomplishments 
possible.”’ 


ELECTION OF OFFICERS 
HUBBELL of Oshawa was elected to lead the asso- 
D. ciation for the forthcoming year. The vice presi- 
dent will be B. J. Kirk of Toronto. A. E. Earle of Toronto 


DOMESTIC ENGINEERING 





69 





was elected secretary, and J. C. Young of London, treas- 
urer. The executive committee is composed of D. Hub- 
bell of Oshawa, E. J. K. Norris of Toronto, P. McPherson 
of St. Catherine, R. Leaman of Toronto, G. Scroggie of 
Guelph, and C, Beeston of York Township. W. Bush and 
B. Kirk, both of Toronto, are the auditors. Although the 
date for the next meeting was not decided, it will be held 
next year in St. Catherine. 

The question box proved to be an interesting feature of 
the convention when the discussion was presented as to 
whether or not air chambers on water pipes are beneficial. 
After a well-rounded discussion, it was generally conceded 
that air chambers on water pipes are beneficial where the 
water pressure is high or where a quick-closing valve is 
used. 

William Bush, of Toronto, gave a talk on the “Minimum 
Requirements for Plumbing in Dwellings and Similar 
Buildings.’”’ The talk gave some of the points used in the 
Hoover plumbing code, and went on to give some history 
and uses of the trap. He said that the main reasons that 
cause a trap to lose its seal are siphonage, momentum, 
evaporation, capillary attraction, back pressure and oscil- 
lation, and explained methods to ensure a constant seal on 
traps. He also discussed the use of vents to some extent. 
In closing, Mr. Bush suggested that the subject of his talk 
form a future discussion of the members of the association. 

“Dwelling House Sanitation’’ was the subject of a talk 
made by H. C. Cusack, director of sanitation, Medical 
Health Department of Toronto. In general, he said, sani- 
tation in a home meant pure air, pure water and a pure 
soil, and went on to further classify these three factors. 
He also told how a house should be examined before leas- 
ing or buying it, and put especial emphasis on the im- 
portance of having the plumbing and heating systems in 
perfect eondition. The necessity of having pure air in a 
home was dwelt on, and causes of foul air suggested. 














~ COMPACT 


The compactness of the Penberthy Automatic Celler Drainer is 
one of the many reasons why you should use it. You will find it 
easier to handle and install because it is less bulky and so sim- 
plified in its construction that anyone can understand it. 


The Penberthy Model ‘‘R” you will find suited for a variety of 
purposes. It is equally useful for draining not only cellers but for 
drawing off water from elevator shafts, building excavations, tanks 
of all kinds and to keep boiler pits clean and dry. 


PENBERTHY INJECTOR COMPANY 
1260 Holden Avenue 


Canadian Plant: Windsor, Ontario 
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Established 1886 
Detroit, Michigan 
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SEPTIC TANKS DISCUSSED 


RTHUR E. EARLE, secretary of the Ontario plumb- 
A ing inspectors association, gave an instructive talk 
on ‘“‘The Progress of Household Sewage Disposal,’’ going 
into detail on the subject of septic tanks. He said that 
both concrete and patented steel septic tanks were of prac- 
tically equal value, according to conditions. In talking of 
concrete tanks, he said that the most important factor to 
consider was that of imperviousness to moisture, and rec- 
ommended that the inside of the tank be lined with pitch 
to insure this condition. For steel tanks, he said that it 
was necessary to be sure that they were lined with some 
non-corrosive substance. 


Adaptability of the soil is a necessary point in installing 
a septic tank, according to Mr. Earle, a sand or gravel de- 
posit being the most practical. Where clay soil is preva- 
lent, he recommends that the lateral trenches be filled with 
about six inches of cinders, and that cinders be put in a 
small sump at the end of each row of laterals. He thought 
also that a two-chamber tank is the most satisfactory for 
ordinary use. In closing, he pointed out that the septic 
tank user should be informed how the system works, so 
that abuses will not shorten the efficacy or longevity of 
the service. 

In speaking of apprentices, George Fullerton, instructor 
in the plumbing department of the Technical High School 
of Toronto, said that boys of today have not the opportu- 
nities to learn a trade that they had a few years ago. 
“The answer to the problem as it presents itself is tech- 
nical education,’’ he asserted. He mentioned the fact 
that over a thousand boys had already passed through his 
plumbing clases at the school in Toronto, and that scholar- 
ships for exceptional merit in the work are given yearly 
by master plumbers and others. Mr. Fullerton said that 
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he would like very much to see the work associated jn 
some way with the inspectors’ organization. He said that 
the thousand boys who had finished the course, both prac- 
tical and theoretical, are all now actually engaged ip 
plumbing work. 

The entertainment features of the meeting were held in 
conjunction with the Society of Domestic Sanitary and 
Heating Engineers, and a report of the festivities is incor- 
porated in the story of that meeting which appears else- 
where in this issue. 





STREAM POLLUTION MENACE TO HEALTH 

Stream pollution is a grave menace to public health. 
The effort to end it by law is a great deal more than a 
movement in behalf of game fisheries. Modern civilization 
should not permit the conversion of the rivers into com- 
mon sewers. Municipalities are spending millions to pre. 
vent pollution of the streams, and industry must expect 
to do its part in adapting its methods to the demands of 
modern sanitation. The process may take time, but there 
should be no delay in enforcing such restrictive measures 
as may be needed to prevent the indiscriminate dumping 
of refuse into the streams upon which millions must de- 
pend for a necessity of life. 





The Muskogee Plumbing Company, Muskogee, Okla., 
has been awarded the plumbing and heating contracts on 
the $98,000 school building at Beaumont, Tex. 

B. F. Damon, West building, Houston, Tex., plans the 
construction of five frame dwellings on West Bell and 
West Clay streets in that city at a cost of $56,000. 

James E. Smith, Republic building, Houston, Tex., plans 
the construction of seven brick veneer dwellings at a cost 
of $5,000 each. 
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Guaranteed Service— 
over a period of five years 


No greater confidence can we express 
in the Cadwell No. 10 Non-Adjustable 
Air Valve than this ‘“‘iron-bound’’ five 
year guarantee. 


period of five years after date of pur- 


without charge to you, and it might 
interest you to know that _ replace- 
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Turning Wood Waste into 
Profit 


(Continued from Page 25) 


the chopped-up wood refuse, together with the sawdust 
and shavings, to the storage bin on top of the boiler room. 
This was taken care of in the following manner. 

The regular fans and blowers could not perform this 
duty so a machine known as a sawdust charger was in- 
stalled. This charger is a little out of the ordinary as 
its operation is similar to that of the cylinder of a revolver 
and consists of a round barrel divided into five triangular 
compartments. Each compartment will hold approxi- 
mately 1% cubic ft. of sawdust. This barrel sets upon a 
bottom or base that has one opening the size of one of the 
compartments and to this opening is connected a discharge 
pipe 9 inches in diameter and 1,500 ft. long, leading to 
the boiler room. The top of the charger has two openings 
the same size as the discharge opening. One of these 
openings (the air intake) is located directly above the 
discharge opening in the bottom. The other opening (the 
sawdust intake) is located directly opposite. 

A blower capable of developing five pounds pressure is 
used to furnish the air and is connected by a galvanized 
iron pipe to the top opening directly over the discharge 
pipe. 

The cylinder or barrel revolves upon the well-oiled base 
and top. The triangular openings pass under the sawdust 
or feed pipe and are filled, then pass around until directly 
under the air supply or blower pipe and directly over the 
discharge pipe. The air from the blower hits the sawdust 
cartridge and shoots it into the 9-inch discharge pipe and 
over to the boiler room at a velocity of 5,500 ft. per 
minute. The cylinder makes 14 r.p.m. thus making 
seventy shots per minute. The oil for the top and bottom 
is furnished by a force pump driven by a belt on the 
main shaft of the charger. 

The shots of sawdust are so close together and the 
velocity so great that the effect is of one continuous stream 
of sawdust. While the actual capacity of each section of 
the cylinder is 1.47 cubic ft., 7.33 cubic ft. for the entire 
cylinder, the actual delivery is only about 3 cubic feet per 
revolution or 42 cubic ft. per minute, 2,520 cubic ft. per 
hour. The full capacity of the system is not needed except 
for peak loads. 


HOW WOOD REFUSE IS BURNED 
HE PROBLEM of reducing the wood refuse to saw- 
dust and chips and the problem of delivering same 
to the boiler room being settled, the next problem was to 
burn them economically. This problem was solved by the 


chief engineer of the power plant. He not only designed 
the furnace, but the mechanism that enables the fireman 
to operate the boilers at a predetermined rating. 

The storage hopper above the boiler room has a capacity 
of about 3,200 cubic ft. and is normally half full. Two 
2,560 sq. ft. boilers are supplied with this sawdust as we 
will now call it. The boilers are operated at 200 per cent 
of their rating. The sawdust is fed to each boiler through 
two openings near the top front of the combustion cham- 
ber. The amount delivered to each boiler is regulated 
entirely by the speed of the worms that are operated by a 
one-half horse power motor for each boiler. 

The first or large worm brings the sawdust out of the 
The second set of worms feeds it into 
The third 


storage chamber. 
the pipe leading to the combustion chamber. 


worm regulates the amount feeding into the combustion 
chamber. 


The speed of the feeding mechanism is con- 
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WALTER MUNSON 
Lynbrook, L. I., N. ¥. Plumber, 


Says: 

“] like to use and recommend 
EverHot Heaters. Two of my 
customers voluntarily tele- 
phoned me recently to tell of 


the very fine satisfaction 
EverHots were giving 
them.” 
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Valves 


Straightway, angle and 
corner types, with or with- 
out union, various finishes. 

Send for catalog 
THE KENNEDY VALVE MFG. CO. 


Elmira, N. Y. 
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(Richmond Adjustable Stand) 
The ideal boiler stand to stock in quantities. 
Strong—will support two or three times the 
weight of any range boiler. Adjustable— 
takes 30 or 40-gallon tank. Compact— 
knocks down for storage and shipment— 
Profitable—Priced low and sells fast. Whatmore 
could you ask? Jobbers—ask for prices. 


RICHMOND 
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A. M.B. Brass Pipe Fittings 


are now being specified 
for many of the Country’s 
large buildings 


A. M. B. Brass Fittings are available in 
Screwed and Flanged, Standard and Extra 
Heavy Types, all regular sizes. 


In the above connection, we are completely 
equipped with Patterns—which enable us to 
make prompt deliveries on large quantities. 


Process Pipe Fittings of 
Bronze 


We manufacture a line of Bronze Fittings for 
resistance to various commercial acids. These 
fittings are available in Screwed and Flanged 
types — Standard and Extra Heavy. 


NOTE: We are “spectalists” in Acid 


Resisting Bronze Castings. 


American Manganese Bronze Co. 
Founders and Metallurgical Engineers 


Holmesburg 33 Philadelphia, Penna. 
New York Cleveland Detroit 


Mention Domestic ENGINEERING when writing advertisers. 





























April 9, 1927 


trolled by the fireman. The combustion chamber or fire 
pox of the boiler is similar to those used for powdered 
coal on this type boiler and could be used for powdered 
coal with very few changes. The furnace volume is 25,000 
B.t.u. per cubic ft. per hour. The worm feed as well as 
the combustion chamber are almost perfect. 

The amount of ash is negligible. The fuel value of the 
wood refuse is approximately 8,000 B.t.u. per pound of 
dry refuse. Moisture in refuse averages 8 per cent. About 
5,000 tons of wood refuse per year are burned, equal to 
2,500 tons of coal. Furnace temperatures average 2,800 
degrees F., stack temperatures 600 degrees F., efficiency 
of boilers 70 per cent. 

The time required from cold to steam on line, 20 
minutes. From banked to steam on line, 5 minutes. 

It requires one pound of air or 12 cubic ft. per lb. of 
refuse. 

Power required to convey and stoke material, 18 k.w.h. 
per ton of refuse. 

Power required to ‘‘hog”’ the wood refuse, 16 k.w.h. per 
ton. Only about % of all refuse is ‘‘hogged.”’ 

By installing this system of utilizing a waste product, 
the company is not only saving money on the handling of 
this waste material but is getting the equivalent of 2,500 
tons (50 car loads) of the best coal without cost. 

A few expected wrinkles were ironed out and the system 
operates day in and day out without trouble. 


Michigan Refers T. E. B. Pro- 


gram to Directors 


(Continued from Page 35) 


and wholesalers should curtail the establishment of dis- 
plays and make it possible for the master plumber to 
have them. He exhibited little concern about direct-to- 
consumer stores, feeling that every industry had them 
and that if the master plumber-established himself as the 
man in the community to safeguard that community’s 
health through proper installation, he would not have to 
worry about who got the business. 

C. W. Wanger, president of Woodward-Wanger Co., Phil- 
adelphia, gave the delegates a straight-from-the-shoulder 
talk on where many of them were falling down as sales- 
men and on what they should do to get business. He said 
that the industry was facing a situation which was not 
pleasant to contemplate, with building tapering off, with 
the keenest competition from the wholesale-retailer and 
with an overproduced condition in which the manufacturer 
can make twice as large a quantity of goods as is being 
sold. Without mincing words, he told of what that might 
mean in the way of future competition, and he gave some 
advice on what was necessary if many plumbers were to 
survive. ‘Sell, satisfy and make it pay,’ was Mr. Wan- 
ger’s formula for success, and his message was received 
with interest and appreciation. 

Another practical talk of great interest to the delegates 
was one by an attorney of Flint, Thomas Stockton, on the 
lien law. Mr. Stockton explained the lien law thoroughly 
and told of the various pitfalls to avoid in contracting for 
work. Mr. Stockton’s stories of how easy it is to incur 
the risk of not being able to collect for work performed 
spoke for the necessity of the master plumber’s knowing 
and using the lien law in every detail. 


W. A. DECKER MADE HONORARY MEMBER 
HE Michigan association, in appreciation of his serv- 
ices and loyalty, made W. A. Decker, Grand Rapids, 


an honorary member. (Continued on Page 76) 
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Reduce Roughing-In Costs and Make 
Easier and Better Installations 


They eliminate the annoying, time-consuming and 
expensive long-screw connections, unions or ‘‘R”’ 
and “L” nipples, and therefore SAVE YOU TIME 


and MONEY. 


Illustration shows 

pommen FF yh 

i leev ul! ter 

Simply o- pipe being screwed into 
into sleeved hub, fitting. 

screw into top fit- 

ting, calk—and the 
job is done. 


NOTE: Oakum 
cannot possibly 
work thru joint, 
or pass end of pipe. 


Vm NASA eat Aer UD cant Ses Loe tS 


“All: 


Manufacturers of a complete line of fittings for 
either CAST IRON or SCREWED PIPE instal- 
lations. We have fittings for any type operation 
—whether a skyscraper, hotel, apartment build- 
ing or small cottage or bungalow. 

Write today fur catalog of modern and econom- 
bing roughing-in systems. 


ical plum! 
STRINGER BROS. CO., Inc. 
1100 W. 38th St. :3: Chicago, Ill. 


Warehouses: Chicago, Ill., Gadsden, Ala. 
Factories: Gadsden, Ala 
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DONNELLY 


PRESSURE RELIEF VALVES 


The outside spring on the 
Donnelly Pressure Relief 
Valve does away with the 
possibility of spring corro- 
sion, with the subsequent 
loss of tension and adjust- 
ment. 

This Donnelly Valve is de- 
signed especially for base- 
ment system tanks, range 
boilers, storage heaters and 
closed plumbing systems. 

It operates automatically 
when pressure becomes too 
great. It is easily and 
speedily adjusted to any re- 
quired pressure. Your job- 
ber will be glad to sell you. 


DONNELLY MFG. CO. 
29 Mills St., MALDEN, MASS. 
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Inthe first-second-thir 






ALDEN PARK MANOR 
APARTMENTS 
—first, Detroit, Mich., second, Brookline, 
Mass., third, Philadelphia (Germantown), 
Pa. Kenneth M. de Vos & Co., builders; 
J. G. Westphal & Co., Inc., Heating En- 
gineers and Contractors. 















Kenilworth 
Apartments, 
Alden Park, 
Philadelphia 
Germantown) 
Pa. To be 
heated with 
three 30-sec- 
tion and one 
12-section 
Utica-Imperial 
Super- 
Smokeless 
Boilers 
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andnowthe fourth 








ee steady heat — 
atan average pressure on the 
boilers of about four ounces — 
to a total load of 87000 square 
feet of equivalent direct radia- 
tion— with many radiators far- 
ther than 750 feet from the 
boiler room. 

Such is the story of the suc- 


cess of Utica Imperial Super- 
Smokeless Boilers in the first of 


the Alden Park Manor Apart- 
ments, at Detroit — duplicated 
in the second at Brookline, 
Mass., and in the third at Ger- 
mantown, Philadelphia. All 
burn oil. 


And now—in the fourth, un- 
der construction—the Kenil- 
worth at Alden Park, German- 
town, the heating equipment 
logically includes — 


UTICA IMPERIAL 


SUPER-SMOKELESS 


BOILERS 





Utica HEATER COMPANY 
Utica, N.Y. 

Gentlemen : When we planned the first 
group of Alden Park Manor Apartments 
to be erected in Detroit, we made an ex- 
haustive study of the various heating boil- 
ers on the market to determine which 
would take care of our requirements most 
efficiently in solving an unusually difficult 
heating problem. 


The first Alden Manor group, designed 
and built byKenneth M. deVos and Com- 
pany, consists of four large buildings ap- 
proximately 206 feet apart, center to cen- 
ter. We planned to heat this entire group 
from a central heating plantlocated in the 
basement of one of the buildings. After 
a thorough investigation in which we ex- 
amined a number of installations of your 
boiler, along with many others, talking 
with engineers and studying performance 
during actual operation, we reached the 
decision that your Super-Smokeless 
Boilers would give us the best heating re- 
sults and we placed an order with you for 
four of your large boilers. 

These boilers have proved to be highly 
efficient and thoroughly satisfactory. 
During the first winter three oftheboilers, 
burning oil, heated the entire group effi- 
ciently and economically. Later, when 


we erected a 300-car garage in connection 
with this group of apartments, we also 
used your boilers to heat it. These boilers 
worked out so successfully in the Alden 
Park Manor Apartments in Detroit that 
when we decided to erect a similar group 
of buildings in Brookline, Mass., no other 
boilers were considered. 


Again, when we constructed a third 
group of Alden Manor Apartments at 
Philadelphia we examined other boilers 
carefully for improvements, but again 
purchased Super-Smokeless Boilers for 
this latest project. 


We are using oil-burning equipment 
and it has never been necessary to clean 
the flues, although some of these boilers 
have been in continuous use for four 
years. We are, indeed, greatly pleased 
both with the performance of the Super- 
Smokeless Boilers and the service rend- 
ered by your company. It will bea pleas- 
ure to recommend your boilers to anyone 
who is confronted with difficult heating 
problems or who is seeking the utmost 
in heating efficiency. 


Yours very truly, 


ALDEN BARK wanorg | 


/ 
i Ana _| 
Vice-Frres. 




















The story of the largest installation of 
low pressure cast iron boilers in exist- 
ence willinterest you. Sent on request. 


UTICA HEATER nace 
Pioneers in Smokel: ti 
UTICA, NEW arn 


Sales Offices in Principal Cities in the 
S. and Canada. 
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Why Classic Leads 


It was the first combina- 
tion sink fixture on the 
market. Has many exclu- 
sive features, including 
adjustable arms. But 
most of all, because it is a 
Chicago Faucet, and that 
means there’s no higher 


ality. 
CHICAGO” 


The Chicago Faucet Co. 


E U c ETS 2700-22 N. Crawford Ave. 
Chicago, Ill 









































Telephone: Lawndale 1850 - 1851 


Ingot Brass 


Smelters and Refiners 
High Quality Metals 
Metals made up to specifications. 


R. LAVIN & SONS 


2511-2525 W. 2ist St. 
John Hartman, Sales Mgr. Chicago, Il. 
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Backed by Nation-Wide 
field organizations with- 
out equal in the industry. 
Write for the Minneapolis proposition. 


Minneapolis Heat Regulator Co. 
Established 1885 
2801 Fourth Ave., Se Minneapolis, Minn 


















UMPHREY 


Gas Water Heaters 


A type and size for 
every building from 
the skyscraper to 
the cottage. 


Write for catalog and 
installation data. 


HUMPHREY COMPANY 
(Dio. Ruud Mfg. Co.) 


Kalamazoo : Michigan 
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Memorial resolutions were passed on the deaths of C, B, 
Wilkinson, Flint; W. W. Armstrong, Lansing; Andrew 
Marshall, St. Joseph; L. D. Holser, Pontiac; A. Siewert, 
Bay City, and Fred Baker, Port Huron. 


THE LADIES 

IXTY-EIGHT ladies were registered at the convention 
S and nicely entertained by the Flint auxiliary. Aside 
from the program of pleasure provided, including sight- 
seeing trips and luncheons, the big feature of the ladies’ 
presence was the establishment of a state auxiliary. Offi- 
cers elected were Mrs. William Hughes, Detroit, president; 
Mrs. William Ames, Flint, first vice president; Mrs. F. P, 
Schuur, Kalamazoo, second vice president; Mrs. W. J. 
Hughes, Bay City, third vice president; Mrs. J. C. Wall, 
Kalamazoo, treasurer; Mrs. Gainey Shaw, Flint, record- 
| ing secretary; Mrs. Irene Davis, Detroit, corresponding sec- 
| retary, and Mrs. W. A. Johnson, Kalamazoo, sergeant-at- 
arms. At the business session of the ladies, National Di- 
rector Vogelpohl talked, explaining the scholarship activi- 
ties of the national association. 


Entertainment 
The entertainment was packed into one full evening, 
with a big banquet and dance. Excellent fun was en- 
joyed in the speeches arranged for by William Otto, toast- 
master, and several musical numbers by a trio were pleas- 
ant entertainment. The dance got everybody into action. 


Exhibits 

There were seventy-six representatives of manufactur- 
ers and wholesalers at the convention, and a number of 
attractive exhibits. 

Wolverine Brass Works, Grand Rapids, Mich., displayed 
a line of faucets, wastes and specialties. 

Woodward-Wanger Co.;*Philadelphia, had an exhibit of 
its rubber ball, washers and seat. 

Duro Co., Dayton, Ohio, displayed its water systems and 
softeners. 

EverHot Heater Co., Detroit, showed its junior auto- 
matic storage gas water heater. 

Ruud Mfg. Co., Pittsburgh, had its automatic storage 
heater and instantaneous heater on display. 

Norman Boosey Mfg. Co., Detroit, successors to Green- 
wood Mfg. Co., exhibited its line of iron and brass drain- 
age specialties. 

A. Harvey’s Sons Mfg. Co., Detroit, had a display in 
which it featured the Stover Mfg. Co.’s water softener. 

Murray W. Sales & Co., Detroit, had a display in which 
it showed the Kohler electric sink and the one-piece closet 
combination of W. A. Case and Sons Mfg. Co., Buffalo. 

Best Mfg. Co., Detroit, exhibited its line of brass goods 
and rubber specialties. 

Other companies, with display signs in the hotel lobby, 
were the Schild Specialty Co., Inc., Cleveland, O.; J. A. 
Sexauer Mfg. Co., Inc., New York City; Keystone Brass 
Co., Philadelphia and Toledo; Edwin Sterner Co., Flint, 
and Alert Pipe & Supply Co., Bay City. 




















Plans are being prepared and will probably be ready 
for the advertising of bids about May 1, by the Construc- 
tion Quartermaster of Fort Sam Houston, Tex., for the 
construction of a barracks building of Spanish type of 
architecture, brick, stone, stucco and reinforced concrete, 
to cost $500,000. This will be one of the first units to 
be constructed under the building program passed by the 
last session of Congress, covering a period of five years 
and representing an expenditure of $17,000,000 for the 
construction of permanent buildings at Fort Sam Houston, 
Kelly Field, and other army stations in and around San 

| Antonio. 
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New York Plans Three-Day 
Short Course 


(Continued from Page 23) 


the city selected as the site of the national convention if 
found advisable, and pleaded for the support of New York’s 
delegates for the measure at the convention, explaining 
how this provision makes it easier for those running the 
convention to bargain with hotels, owners of convention 
halls and the like. 

The excellent report of the sanitary committee, read at 
this time, resulted in the adoption of the resolutions be- 
fore referred to. Then the important subject of appren- 
ticeship came up with the report of that committee, headed 
by Walter Heap of Richmond Borough. After telling of 
the marked progress made, and the advantages of appren- 
tice training, Hr. Heap closed with the following six sug- 
gestions: ‘‘First, establish a course in your school; second, 
make attendance compulsory; third, list all apprentices in 
card index form so employers may know their degree of 
proficiency; fourth, determine apprentices’ pay by their 
advancement in school work and their ability; fifth, hold 
monthly committee meetings at the training schools to 
observe the results of the training, and sixth, offer tools 
as prizes for meritorious work by students.”’ 

Walter Grub, of Newark, state president of the New 
Jersey State Association of Master Plumbers, a visitor, 
was called to the platform. Mr. Grub told briefly what 
his association was doing, citing the way they are follow- 
ing up jobs to see that contracts are properly separated, 
how the association had worked to put over the small 
claims court, that they are considering the employment of 
a permanent secretary, explained the bookkeeping plan, 
which keeps bookkeepers under the control of association 
officers, and pointed out the fact that 15 or 20 business 
efficiency classes had been opened in New Jersey within 
the last few months. 

The legislative committee scrutinized 4,110 bills during 
the last session of the Legislature, Thomas F. Nolan, 
chairman of the legislative committee, reported. Be- 
sides this work, Mr. Nolan told of securing the separation 
of contracts at Newburgh, where a big high school con- 
tract had been let to the general contractor. Trouble has 
been experienced with certain second and third class cities 
in getting boards of health, inspectors, and the like ap- 
pointed, the chairman stated. This was particularly true 
in Canandaigua, Ogdensburg and Oneonta, in the latter 
city an attorney being employed to attempt enforcement of 
the law. Good work was also done in regard to a licensing 
situation at La Salle and a contract let at Geneva. 


REPORT OF NATIONAL APPRENTICESHIP 
COMMITTEE 


OHN A. QUINN, chairman of the national apprentice- 
J ship committee, opened the Wednesday morning ses- 
sion with a brief resume of the work of his committee. 
He thanked his hearers for the good support from New 
York State, and defined the purpose of his committee with 
the words, ‘‘We have been doing everything possible to 
fill a long-felt want, to see that master plumbers have an 
opportunity to secure competent help.’’ There are now 
6,700 apprentices, 1,800 journeyman plumbers, and 697 
steam fitters taking courses, he reported, besides 88 stu- 
dents taking home courses. The text books used have 
Proved so valuable, the chairman stated, that the Domin- 
ion of Canada has adopted them for its schools. One of 
the hindrances of the work has been lack of good teachers 
but the training classes being held are helping remedy 
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For That Over-Rim Job 


The Hudson No. 395 concealed over-the- 
rim fixture with two-valve body (14" sup- 
plies) having N. P. shanks and adjustable 
china flanges; long N. P. o’rim spout with 
adjustable china flange; concealed cast 
connected waste and overflow. 


No Panel Requ‘red 


All Hudson valves of selected red metal 
ingot, (electrically melted) and _ tested 
against 150 lbs. water pressure. 


HUDSON BRASS WORKS, Inc. 
BROOKLYN, NEW YORK 




















GOULDS PUMPS 





Goulds Automatic Cellar Drainer 


Easy to Install—No special pit required. 
Use standard 18 inch sewer tile. 
Automatic — Economical — Reliable — Noiseless — Inexpensive 
WRITE FOR PRICES AND LITERATURE 


GOULDS PUMPS, Inc., Seneca Falls, N. Y. 


h Ill, Houston, Tex. Philadelphia, Pa. Atlanta, Ga. 
New YoaeN. Y. Boston, Mass. Pittsburgh, Pa, Tulsa, Okla, 
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this condition, he finds. Mr. Quinn lauded the educa- 
tional authorities for their co-operation, stating generally 
that these men appeared more interested than many mas- 
ter plumbers are. 

The National Trade Extension Bureau, its progress and 
its aims, was the message brought by William G. Berg- 
ner, secretary of thatgeaganization. The speaker empha- 
sized the competition tat is coming from other industries 
and told how the newly enlarged fund of the Bureau is to 
be used to counteract that competition. ‘‘The Bureau asks 
your financial and moral support,’’ he urged, speaking of 
the national advertising program, the test city campaign 
that is planned, the proposed enlargement of the field 
force, with a representative permanently in the East, and 
the increases planned in the sales help service and appren- 
ticeship departments. 

“The trade association is a real educational institution,” 
he said, stating his desire to see the trade associations op- 
erate in a businesslike way, as they can build up the trade 
more than any other instrumentality. ‘For that reason, 
associations should be very careful in the arrangements of 
their work and the management of programs. Many 
should without doubt make an investment in full-time paid 
secretary managers. I hope New York will give this mat- 
ter keen attention this year.”’ 

The secretary also emphasized the necessity for proper 
estimating, stating poor estimating is responsible for many 
of the evils of competition. “There is little credit due 
the man who does a big volume and makes no profit,”’ he 
asserted. 

The latter assertion was heartily seconded by Charles 
Murphy of New York City, speaking extemporaneously, 
who believes poor estimating is a major evil. Mr. Murphy 
touched on the question of the manufacturer and jobber 
selling only through the plumber, his remarks leading to 
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a general discussion with William J. Flynn, Joseph Kan- 
del of Manhattan and Harry Sugarman cf the Bronx par- 
ticipating. int * 


LAUDS SCHOLARSHIP PLANS 

E ARE trying to see if we cannot leave a better 
foundation for success for our successors than 
our predecessors left us,’ Frank Fee, chairman of the 
national scholarship committee, explained in his report, 
“Our business has been revolutionized within the past 10 
years, and an education helps the boys who will eventually 
become our competitors and successors. Competition com- 
ing from a specially trained mind is an improvement over 
that from a man who should never be in the plumbing 
business.”’ 

Mr. Fee also paid tribute to the organizers of the 
national association, pointing out that they stood for 
standardization, collective bargaining between master and 
man, and co-operation between manufacturers and re- 
tailers. These principles, recognized 45 years ago by 
these organizers, are now being adopted by the United 
States government, Mr. Fee emphasized. He believes that 
there should be more universities teaching plumbing, and 
advised his hearers that they should not be satisfied until 
there are at least five major universities teaching plumb- 
ing. The speaker also touched on the fund being raised 
by the Greater New York association, which has as its 
object the sending of a New York City boy to Carnegie 
Tech. 

Mr. Fee’s report was corroborated by Dean Connelley, 
who spoke briefly on the work being done by the boys at 
Carnegie and of the training of teachers. ‘‘Briefly, the 
work is designed to teach the boys to Know as much as 
sanitary engineers, but what they know is more vital,” 


he summed up. 
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NATIONAL PRESIDENT TALKS 

FTER the resolution committee had made its report, 
A the eagerly awaitea i'k of the national president 
was due. Mr. Wilson touched briefly on the work of the 
various committees of the national association, naming 
respectively the apprenticeship, conference, scholarship, 
standardization, trade extension, and Make a Wholesaler 
a Wholesaler committees. Speaking of the new National 
Trade Extension Bu- 
reau program, the 
president stated he 
approved of the na- 
tional raising its sub- 
scription from $10,- 
000 to $50,000, stat- 
ing this would come 
up at the convention. 
The speaker touched 
on the idea of selling 
material without in- 
stallation and stated 
this was also up to 
the national conven- 
tion. He closed with 
a tribute to William 
Lang’s work on the 
coming session. 


Jere Murphy told 
| the previous speaker 
that he was sure the 
Wilson, both of San Francisco, na- members of the New 
tional secretary and president, re- Y Ork organization 
spectively would disapprove of 
any plan to sell fix- 
tures without making installations or to make installations 
without selling fixtures, then President Welch called for 
the reports of the secretary and the treasurer, the zone 
delegates, the auditing committee and Jere Murphy’s sou- 
venir committee, making his own report as well. 








Alexander Coleman, and Albert J. 


ADOT~ 1F\TORIAL RESOLUTION 


OMMISSIONER FLYNN’S motion for a memorial to 
the 13 members who have passed away during the 
year was reverently adopted, those who have passed on 
including John Byrns of Manhattan, a charter member of 
the national association; William Abbes of the Bronx, 
Timothy C. Joy of Dunkirk, James T. Wasson of Schenec- 
tady, Berhard A. Bugge of Manhattan, J. Edward James 
of Albany, Edward J. Hughes of Buffalo, Harkness B. De 
Voe of Manhattan, Charles Kieffer of Syracuse, Howard L. 
Norton of Manhattan, Simon Ingerling of Queens, William 
E. Kiernan of Manhattan and Samuel E. Jerman of Man- 
hattan. Votes of thanks were then given to the visitors, 
to the college professors, to the national officers in at- 
tendance, to the outgoing officers, to the New York City 
association, and to the trade press. It was decided to 
leave the place of the next convention to the executive 
board, both Rochester and Syracuse having invited the 
delegates, and a committee was appointed to secure proper 
testimonials to the outgoing president and secretary. 
Then, with the unanimous selection of the officers men- 
tioned earlier in this report, the convention adjourned. 


DELEGATES ROYALLY ENTERTAINED 
NTERTAINMENT was of a high order. Everyone, 
E ladies and gentlemen, attended a theater party on 
Tuesday evening, where Eddie Dowling, musical comedy 
star and former plumber, entertained the crowd. The 
ladies, two hundred strong, were entertained at luncheon 


on both Tuesday and Wednesday and were given a bus 
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COMMONWEALTH 
Lavigne Radiator Valves 
are equipped with a 
forged tail nut of extra 
strength which elimin- 
ates lost time and labor 
caused by cracked or 
broken tail nuts. 
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COMMONWEALTH BRASS CORPORATION - DETROIT 





THE INCOMPARABLE 


NIEDECKEN SHOWERS 


The Shower That Is Giving Con- 
tinuous Satisfactory Service in 
the Largest Shower Installations 
in the World. 


Write for Bulletin D. 10-X 
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SPECIALTIES 


Any Demand 


—you may encounter for this type equipment is 
easy to meet and satisfy with CLIMAX TEST 
PLUGS. 











The type shown here is a great labor saver. It 
has a threaded pipe connection for filling stack. 
The water is wasted into the sewer by the tension 
being relieved on the lower plug rubber. 
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*““Y"’ BRANCH PLUG 


The Climax Cellar 


Drainer 


The Climax Automatic Cellar 
Drainer is the one you will want 
to use eventually. It does not 


operate like ordinary drainers but 
has a more efficient method of 
working. It pushes the seepage 
water up into the outlet from 
below rather than 
sucking it from the 
flooded area. This re- 
sults in a great econ- 
omy of service water. 
Why not try a CLI- 
MAX first? 




















““CLIMAX’”” 
AUTOMATIC CELLAR 
DRAINER 







See Pages 1236-1237 of DOMESTIC 

ENGINEERING Catalog Directory 

for full details—or write for the 
latest Kemp Bulletin. 
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ride on Wednesday morning. Wednesday evening, the big 
banquet was held in the hotel, nearly 700 persons sitting 
down to the excellent dinner, and hearing the inspiring 
speeches. 

Matthew J. Kennedy, who served as chairman of the 
committee on arrangements for the convention, acted as 
toastmaster at the banquet, calling on the following speak- 
ers, in the order named: National President Wilson, Na- 
tional Director Murphy, Retiring State President Welch, 
Past National President Longley, State President Blect 
Utz, the Rt. Rev. Monsignor John L. Belford, Commis- 
sioner Flynn, Assemblyman Julius S. Berg, Dr. Edward 
James Catell, Fergus McLoughlin, National Vice President 
Nolan, National Director Lang, the Honorable James A. 
Hamilton, National Director Wilson and National Secretary 
Coleman. Entertainment at the banquet included mem- 
bers of the Ruud Light Opera troupe, reinforced by the 
famous Milton J. Cross of radio station WJZ, this feature 
being donated by the Ruud Mfg. Co., Pittsburgh. Follow- 
ing the speechmaking, which ended at close to 1 a. m., 
dancing was enjoyed by those devoted to that diversion. 

Exhibits were maintained in various rooms of the hotel 
by the EverHot Heater Sales Co., with E. Ray Johnson in 
charge, the Rigid Tool Co., with E. E. Preston, George 
Doersch, William Klenert and C. O. Hollen present, and 
the A. M. Byers Co., with G. C. Hamill, Robert Law and 
Harry Chute in attendance. 





CALIFORNIA CONVENTION PROGRAM COMPLETED 

Charles M. Swinnerton, general chairman of the com- 
mittees in charge of the program for the Twenty-sixth an- 
nual convention of the State Association of Master Plumb- 


| ers of California, which will be held at Camp Curry, Yo- 


| semite Valley, June 6, 7 
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and 8, 1927, is reading the final 
proof of the official program for the convention and the 
printed copies will be mailed to the members within a few 
days. 

The program merely gives an outline of the convention 
activities without mentioning specific subjects or naming 
designated speakers. However, according to the program, 
every day will be fully occupied and President Goss, in his 
annual message to the association, which prefaces the offi- 
cial program, promises a feast of good things for the 
master plumbers to listen to and to digest. 

The entertainment program will be unusually full and 
looks like a good time for everyone in attendance. A con- 
cert will be given on Monday evening, June 6, by the 
Camp Curry band, accompanied with dancing and other 
entertainment. On Tuesday evening, June 7, there will 
be a card party for everybody in attendance who cares to 
playcards. On Wednesday evening, June 8, the Grand 
Ball of the event will be given. On Thursday, at 12 noon, 
there will be a picnic in the Valley for the guess of the 
occasion. 

The annual presidents and secretaries’ conference will 
be held on the forenoon of Thursday, June 9. 

The association will this year try out the innovation of 
asking every master plumber who attends the convention 
to pay a registration fee of $5. This is in accordance with 
a suggestion made by National Secretary Alexander Cole- 
man at the recent conference of presidents and secretaries 
held at Fresno. 





Paul H. Moore of Danvers, Mass., will do the heating 
and plumbing work for the Danvers Hospital. 

Kirkwood & Wharton of San Antonio, Tex., have been 
awarded the plumbing on the new power house for the 


University of Texas at Austin at $10,891. The heating 
and piping contracts on the same building were awarded 
to Fox-Schmidt Co. of Austin at $2,051 and $25,000. 


























AMONG MANUFACTURERS, WHOLESALERS AND THEIR SALESMEN 








MANUFACTURER AND DISTRIBUTOR OFFICIALS 
HOLD JOINT LUNCHEON MEETING 

Co-operation was the keynote of an unusual luncheon 
meeting held at the Commodore Hotel, Saturday, April 2, 
with members of the executive and sales forces of the 
Thermal Appliance Co. and Evins H. Glore & Son, Inc., 
both of New York City, present. The latter concern, 
which handles heating supplies, is a distributor in the 
Greater New York territory for the products manufactured 
by the Thermal Appliance Co., and the meeting was held 
to familiarize the wholesalers’ salesmen with the line of 
water heaters, as well as to form acquaintanceships be- 
tween the salesmen for the various territories. 

Presiding over the meeting was Evins F. Glore, presi- 
dent of the supply concern, with Elwood White, president 
of the manufacturing company, assisting. After an excel- 
lent luncheon, Mr. 


was made general manager of that plant. In 1919 he 
was elected vice president in charge of all the manufac- 
turing activities of Fairbanks, Morse & Co., and in 1924 
he was made general manager of the entire business, a 
position he will continue to hold. 





J. W. OLIVER ADDRESSES C. S. D. L. MEETING 
Commenting briefly, but in a comprehensive way, on the 
most vital issues confronting the plumbing and heating 
industries, from a countrywide aspect, J. W. Oliver, first 
vice president of the Standard Sanitary Mfg. Co. of Pitts- 
burgh, Pa., addressed a record attendance at the meeting 
of the California Sanitation Development League, Thurs- 
day noon, March 24, in the concert rooms of the Palace 
Hotel, San Francisco. 
When President Ahlbach called the meeting to order it 
was with the an- 





Glore, the first 
speaker, outlined 
the growth of his 
company, which 
has been in busi- 
ness for less than 
a year, since its in- 
ception last April, 
1926, mentioning 
the fact that the 
business at that 
time consisted of 
himself and his 
son and one desk 
in a room in the 
Grand Central Ter- 
minal Building. The firm has moved three times since 
then, now occupying a large suite in the same building, 
and the sales force now includes eleven salesmen. 

Mr. White explained the various types of indirect and 
semi-indirect water heaters manufactured by the concern 
of which he is the head, told how they will work best, 
with a semi-technical explanation of methods of figuring 
boiler load, and described merchandising methods. 

W. H. Oleson of ‘‘Domestic Engineering’? was also in- 


troduced and spoke briefly. 








W. S. HOVEY ELECTED PRESIDENT OF FAIRBANKS, 
MORSE & CO. 

W.S. Hovey was elected president of Fairbanks, Morse 
& Co., Beloit, Wis., at the annual meeting of the direc- 
tors of this concern held last week, to succeed C. H. 
Morse, the former president, who was elected chairman 
of the board. This is the first time that this office is held 
by a man not of the original Morse family. Mr. Hovey 
was born in 1875, and is a graduate of Cornell. He 
joined the Sheffield Car Co., an affiliation of Fairbanks, 
Morse & Co., in 1902, as assistant superintendent. Later 
he became superintendent until 1913, when he was trans- 
ferred to the Beloit Works of Fairbanks, Morse & Co. as 
manager of the engine division. A few months later he 





New quarters of the San Francisco branch of the American Radiator Company, 
at Fourth and Townsend streets, with 38,000 sq. ft. of floor space. 


nouncement of a 
substantial  in- 
crease in the 
league member- 
ship. Following 
unanimous 
election of Howard 
W. Finch of the 
Kohler 
succeeding A. S. 
Lamond, who has 
resigned from the 
board of directors, 
Secretary Looker 
read the plan of 
distributing the 
names of prospects secured from the radio campaign. 

Hugh Barrett Dobbs, health exponent and conductor of 
the league’s radio publicity work over Station KPO, next 
pointed out the phenomenal development of new business 
as the result of the intensive health-exercise campaign re- 
rently adopted. This is radiocast Tuesday and Thursday 
mornings, consisting of three periods each morning. The 
league’s publicity message, he said, coupled with the 
health exercises, has been carried to between 400,000 and 
500,000 fans along the West Coast, and with the most 
gratifying results. 

Mr. Ahlbach then turned over the gavel to Francis J. 
Baker, president of George H. Tay Company, who spoke 
earnestly on the desirability of the plumber following up 
every possible lead to new business. ‘‘The manufacturer 
gets behind the jobber,’’ said Mr. Baker, ‘‘and the jobber, 
in turn, co-operates with the plumber; but all this co- 
operation is wasted effort unless the plumber expends a 
like amount of energy by diligently following up the 
prospect.” Mr. Baker then introduced the speaker of the 
day, J. W. Oliver. 

In his opening remarks, Mr. Oliver dwelt forcefully on 
the matter of the new competition—the competition be- 
tween the industries. ‘The purchaser’s dollar,” he said, 
“is to be found in greater abundance than ever—but I 


the 


Company, 















82 DOMESTIC ENGINEERING 


think it is in even greater demand.’’ The speaker’s re- 
marks relative to the activities and plans of the Na- 
tional Trade Extension Bureau were heard with the great- 
est interest. Realizing the alarming decrease in the num- 
ber of plumbers throughout the country, the bureau has 
organized schools, Mr. Oliver pointed out, and has gotten 
behind the apprentice movement so actively that thous- 
ands of young plumbers have been added to the ranks 
of the industry. He then referred to the bureau’s en- 
larged scope of effort along the lines of plumbing and 
heating as related to its earnest desire for a more in- 
tensive business development campaign. 

Mr. Oliver concluded his talk by felicitating the league 
on its enthusiastic membership, the variety and intensity 
of its efforts, and the splendid results so far achieved. 
“There’s nothing so effective as working together for the 
common good,” he said in closing. 





MANUFACTURERS ADVISORY COMMITTEE MEETING 
POSTPONED 

The meeting of the Manufacturers Advisory Committee 

on Vitreous China Plumbing Fixtures, which was sched- 

uled to be held in the Commerce building in Washington, 


D. C., on April 13, has been postponed to April 27, accord- 
ing to an announcement by Frederic W. Donahoe. 





OPENS PHILADELPHIA OFFICE AND WAREHOUSE 


The Trane Company, La Crosse, Wis., announces the 
opening of an eastern executive branch office and ware- 
house at 600 South Delaware avenue, Philadelphia. The 
new office will be in charge of Mr. William F. Bilyeu. An 
experienced staff of sales, technical and service representa- 
tives will assist in the development of Eastern business. 
Beginning April 15 the Philadelphia district sales office 
of the Trane Company will be located at the same address. 
Robt. M. Lapsley and Ben Bowen will operate as sales- 
engineers in the local territory. 





NEW JERSEY CHAPTER NO. 1, N. A. P. H. S., HOLDS 
MONTHLY MEETING 


One of the largest turnouts in the history of New Jersey 
Chapter No. 1, National Association of Plumbing and 
Heating Salesmen, at a regular monthly meeting, was on 
hand to greet Colonel Snyder of the Holland Tunnel Com- 
mission on Friday evening, April 1, and hear him tell about 
the great engineering work done on that project. ' 

This tunnel, for the benefit of those unfamiliar with the 
work, is a shaft sunk under the Hudson River between 
New York City and New Jersey, for the use of vehicles, 
and is one of the largest and most extraordinary of its 


type. Its cost ran into the millions of dollars and years 
have been spent in its completion. When it is finally 
opened for traffic in the near future, however, it will re- 


lieve to a great extent the congestion of ferry lines between 
the two states, and will provide faster means of commu- 
nication for automobilists. 

Approximately 70 members, besides a few guests, were 
present when Colonel Snyder, introduced by President 
W. E. Carmichael, rose to his feet. The colonel described 
the construction in much detail, starting with the investi- 
gations necessary before the beginning of work, especially 


the research and planning that was needed to provide for 
the ventilation of the long tubes. With the aid of about 
60 slides, Col. Snyder described various stages in the prog- 
ress of the work, telling how the ventilation was provided 
for, the system of lighting, how six different sources of 
current are used to prevent sudden failure of the air sup- 
ply, and of the benefit the citizens of the two states would 


derive from the tunnel. 
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The meeting was the last of its type for this administra. 
tion, as the May meeting, to be held Friday evening, May 
6, will be devoted to straight business. Little detail was 
taken up at this session, except for a report from Harry 
Homer, chairman of the general committee which has the 
national convention of the salesmen in charge. Mr. Homer 
called upon chairmen of the various committees for re. 
ports on the progress they have made toward making the 
national sessions a success, and upon William F. Weber, 
of New York City, secretary of the National Association 
of Plumbing and Heating Salesmen, who read a draft 
of the proposed program. 

Nine new members were elected, including G. W. Evans, 
Detroit Range Boiler & Steel Barrel Co.; Henry Arnerding, 
Pierce, Butler & Pierce Mfg. Corp.; William C. Tompkins, 
Elizabeth Hardware Co.; H. F. Greisaber, W. V. Egbert & 
Co.; A. B. McGregor, John Wood Manufacturing Co.; T. V. 
Sullivan, manufacturers’ agent; Raymond Mason, John 
Wood Mfg. Co.; Reginald Bigley, Roseville Plumbing Sup- 
ply Co., and H. Halm, Pacific Engineering Co. 

One of the features of the evening was the presentation 
to Retiring President Carmichael of a fine traveling bag 
and the giving of gold pencils to H. A. Underwood, retiring 
vice president; William Kreuger, retiring secretary, and 
Ray D. Condit, treasurer. The presentations were made 
by Past President Harry Homer. 





MUELLER INTERESTS ANNOUNCE REARRANGEMENT 

In a recent rearrangement of the Mueller interests, the 
Mueller Co., of Decatur, Illinois; Mueller, Ltd., of Sarnia, 
Ont.; and the Mueller Brass Co., of Port Huron, Mich., 
become separate operating enterprises. While the interests 
of these three organizations were similar the whole prob- 
lem of manufacturing and marketing was different. The 
logical solution of this, according to a recent announce- 
ment, seemed to be a segregation of interests which would 
eliminate the intertwining of policies of similar nature 
and yet requiring different plans and treatment. 

In this rearrangement, Oscar B. Mueller disposed of 
all his interests in the Decatur and Sarnia holdings of 
the company to the Decatur company. The product of the 
Sarnia company is the same as that of the main plant at 
Decatur. 

The Decatur company formerly held a controlling in- 
terest in the Port Huron plant, which is relinquished to 
Oscar B. Mueller, but Philip and Robert Mueller of Deca- 
tur retain their personal interest in the Port Huron plant 
and will serve on the board of directors. 

Oscar Mueller becomes president and general manager 
of the Port Huron property. The business relationship 
of the Decatur and Port Huron company is maintained, 
the former continuing the use of the Port Huron line. The 
other officers are: vice-president, Robert Mueller of Deca- 
tur; sec. and sales manager, Fred L. Riggin; treasurer, 
Robt. W. Peden; avst. treasurer, Bernhardt F. Mueller. 
The officers with Philip Mueller and John J. Geddes con- 
stitute the board of directors. 

In the reorganization of Mueller, Ltd., at Sarnia, Adolph 
Mueller becomes president, general manager and treasurer. 
Other officers are: vice-president and asst. general man- 
ager, Loren H. Burleigh; second vice-president, Robert 
Mueller; secretary, Wm. Twaits; asst. treasurer, W. E. 
Mueller. The directors are: Robert Mueller, F. W. Cruik- 
shank, R. H. Mueller, J. W. Simpson, Wm. Twaits, L. H. 
Burleigh, and Adolph Mueller. 

The officers of the Decatur company are: President, 
general manager and works manager, Adolph Mueller; 
first vice president, Philip Mueller; second vice president 
and secretary, Robert Mueller; assistant secretary, Frank 


W. Cruikshank; treasurer, W. E. Mueller. 
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Personal Mention 


George P. Cartwright, vice president and general man- 
ager of sales for S. S. Fretz, Jr., & Co. and Thomas Devlin 
Mfg. Co., Philadelphia, left on April 9 for a six weeks’ 
business trip to the west coast and the Pacific Northwest. 
Mr. Cartwright was accompanied by his wife and by the 
Misses Helene and Florence Fretz, the daughters of S. S. 
Fretz, Jr., president of the companies. 

J. C. Faulkner, manager of the H. B. Smith Co., is tak- 
ing an extended Mediterranean cruise, visiting countries 
bordering that ocean. Mr. Faulkner expects to return 
home about the end of April. 


William R. Cornelius, secretary and treasurer of the 
Wolverine Brass Works, Grand Rapids, Mich., with Mrs. 
Cornelius, stopped off in New York on his way home from 
a South American trip during which they visited the West 
Indies, Venezuela and other South American ports. 

Fred L. McGiffin, who has been connected with Crane 
Co., for the past five years, is now with the Pacific Steel 
Boiler Corp., covering Harrisburg, Pa., and surrounding 
territory. 

James Rierdon, formerly associated with the George 
H. Tay Co. of San Francisco, has formed a new connec- 
tion and is now representing P. E. O’Hair & Co. of that 
city. Mr. Rierdon’s headquarters are in San Francisco. 


D. L. O’Hair, president of P. E. O’Hair & Company, left 
San Francisco with his family March 18 for a three weeks’ 
visit to Los Angeles, San Diego and other points in South- 
ern California. 

Mitchell Love, manufacturers’ representative in Phila- 
delphia, has moved his office from 5427 Upland Way to 
2401 Chestnut street in that city. 


R. F. Mitten, formerly ter- 
ritorial salesman for the 
Black & Decker Manufactur- 
ing Co. of Towson, Md., in 
Southern Ohio, has been ap- 
pointed manager of the Cleve- 
land territory branch, filling 
the vacancy caused by the 
promotion of C. M. Hall to 
assistant automotive sales 
manager. 

L. H. Williams has been ap- 
pointed district manager of 
the Cleveland office of the 
Buckeye Blower Company of 
Columbus, Ohio, with head- 
quarters at 204 Plymouth 
building. Mr. Williams was 
formerly Cleveland represen- 
tative of the Herman Nelson Corporation, Moline, Illinois. 











R. F. Mitten 


Carl Spatz has been appointed representative of the Day- 
ton Pump & Manufacturing Co., Dayton, Ohio, in south- 
western Ohio, according to an announcement by K. E. 
Phares, sales manager of the water pump division. Mr. 
Spatz was for a number of years associated with the Gen- 
eral Motors research laboratory and also served for some 
time as secretary of the Master Plumbers’ Association of 
Dayton, Ohio. Since 1926 he has been connected with the 
Waltz Plumbing Co. of Dayton, Ohio, as estimator. 

Earl Judd, president of the Earl Judd Corporation, Chi- 
cago, has returned to his office after a trip through job- 
bing centers of the East. 

Charles P. Hackett, Philadelphia territory manager for 
the United States Radiator Corp., Detroit, Mich., has re- 
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RAINBOW WATER 


Softeners 


Are gaining steadily in sales 
in those districts where water 
is hardest. 


Read Why 


IN THE FULL PAGE ADVERTISE- 
MENT IN THE APRIL 23 ISSUE 


ZEOLITE ENGINEERING CO. 


4642 RAVENSWOOD AVE. vv CHICAGO, ILLINOIS 











SAFE!! 


The San-Equip Septic 
Tank offers the safest, 
most complete method 
of sewage disposal for 
suburban hores. It 
meets with the require- 
ments of the U. S. 
Public Health Service, 
and is built for long 
hard service. 
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A Well Designed Valve 


The Prier Radiator 
Valve 


T WILL appeal to any practical steam- 
fitter because of its commonsense design, 
good materials and sturdy con- 
— struction. Easy to get at any 


wi part—every part interchange- 







able. Genuine Jenkins disc 
used. For one pipe steam and 
forced systems of hot water you 
should use these fine valves. 
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WALTER H. PRIER CO., Dunham Bldg., 450 E. Ohio St., Chicago 
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14 Horse Power Century Repulsion-start 
Induction Single-phase Motor 


a 
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Performance Conclusively 
Proved 


For more than 23 years the Century Electric 
Company has designed and built Repulsion- 
start Induction Single-phase Motors. Thousands 
of these motors have proven their “Keep a- 
Running” ability under such exacting conditions 
as operating refrigerating machines, oil burners, 
etc., and have made Century Motors the stand- 
ard for comparison. 


There is a difference in Century Repulsion-start 
Induction Single-phase Motors, because :— 


1 The Century Wool-yarn System of Lubri- 

cation assures at least one year’s 24- 
hour-per-day operation—without reciling. 
Standard on all one horse power and 
smaller sizes. 


High starting torque—never less than 
300°% of full load torque. 


Low starting current—never more than 
260% of full load current. 


Liberally designed—no one characteristic 
over-developed at the expense of the 
others. 


4 


Temperature rise not more than 40 degrees 
Centigrade. Built in all standard sizes from 4 
to 40 horse power. 


There is a difference — use and specify Century 
Repulsion-start Induction Single-phase Motors 


CENTURY ELECTRIC COMPANY 


1806 Pine St. St. Louis, Mo. 
For More Than 23 Years in St. Louis 
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| signed from that company, effective April 1, he has apn. 


nounced. Mr. Hackett will take a few weeks’ vacation be- 
fore announcing his future plans. D. E. Welsh from the 
general sales office of the company in Detroit, has been ap- 
pointed as Mr. Hackett’s successor in Philadelphia. 


H. R. Eicher, whose recent appointment as assistant 
sales manager of the Duro Company, Dayton, Ohio, was 
announced in this column, was not in charge of the New 
York City office of that company, and did not move re- 
cently from New York to Dayton. The statements to that 
| effect, published with the announcement of his promotion, 

were erroneous. Mr. Eicher has been connected with the 
Duro Company for the past four years and has been 
| serving as sales promotion and advertising manager with 
a degree of success which led to his promotion. 
L.. Dopkin has been elected vice president and 
manager of the plumbing and heating supply department 
| of McArdle & Walsh, Inc., Baltimore, Md. He was for- 
| merly affiliated with the Baltimore Plumbing Supply Co, 
| 
| 


Lee 


| of that city. 
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The fifteenth annual convention of the Michigan State 
Association of Master Plumbers, held at Detroit, March 
20 and 21, was marked by great enthusiasm and interest. 
A letter from President R. B. Moodie, of the National As- 
sociation of Master Plumbers, was read. Officers elected 
for the coming year were: President, Robert Sproul, of 
Grand Rapids; vice president, James T. Gray, of Detroit; 
secretary-treasurer, C. P. Tietze, Detroit. 

1907 

The Indiana State Association of Master Plumbers con- 

zvened in Indianapolis, March 20. Among those who ad- 

dressed its eleventh annual convention were National 

| President R. B. Moodie, President P. Gormly, of the Na- 

| tional Association of Master Steam and Hot Water Fitters, 

and Secretary Henry B, Gombers, also of the latter associa- 
tion, 


March 23, 1907 








March 30, 1907 
Charlotte Pipe & Foundry Co., of Charlotte, N. C., is 
| erecting a new plant on ground which it recently pur- 
chased near its former location. 
1907 
A local association of master steam and hot water fitters 
has been formed in San Francisco, Calif. 
April 6, 1907 
Anton C. Schuermann, of Decatur, Ill., has been granted 
a patent on a compression stop and waste. The patent 
has been assigned to H. Mueller Manufacturing Co., of 
| Decatur, Il. 





1907 
| W. L. Clucas Plumbing Company, of St. Louis, Mo., has been 
| incorporated by W. L. Clucas, R. W. Paw'ey and I. H. Clucas. 
| 





1907 
Federal Company, of Chicago, will move its business 
from Market and Washington streets to an eight-story 
building at 50-60 North Halsted street, at the corner of 
| Fulton street. The general offices, display rooms, factory 
| and various warehouses of the company will be concen- 
| trated at this point. 
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New Trade Literature 


Armstrong Bros. Tool Co.’s Catalog 
Catalog P-10 has just been issued by Armstrong Bros. 
Tool Co., of Chicago. It consists of twenty-four pages 
printed on highly glazed paper and has numerous illus- 
trations. Stocks and dies, pipe vises, pipe cutters, chain 
tongs and pipe wrenches are included in the catalog. 
Midwest Air Filters Detail Sheets 
Midwest Air Filters, Inc., of Bradford, Pa., is distribut- 
ing a pamphlet of detail sheets concerning its air filters. 
The pamphlet contains nine pages of blue print drawings 


of typical installations, as well as many diagrams. The | 
sheets deal primarily with the vertical unit method of con- | 


struction, but a description of the horizontal type of in- 
stallation is also given. The rotary self cleaning unit type 
of filter is also shown. 


Fitagibbons Boiler Co.’s Catalog 
“How the boiler you can afford to own has been made 
the boiler you can afford to buy,” is the title of a catalog 
just issued by the Fitzgibbons Boiler Co., of New York 
City. Descriptions and illustrations of boilers rated from 
400 to 36,000 sq. ft. are given, and there are also sev- 
eral pages devoted to diagrams and tables of boiler 


ratings. 
Dexter Ventilation 


A booklet has just been issued by the Dexter Ventilator | 
The company’s ventilator, a con- | 


Co., of Columbus, Ga. 
tinuous ridge louver or monitor with wind and storm pro- 
tecting baffles, is described. Specifications, architects’ 
details and erecting directions are also given. 


Operating Directions for Spencer Heaters 

Spencer Heater Co., of Williamsport, Pa., has issued a 
booklet, consisting of 12 pages, 8 by 11 inches in size, and 
containing erecting and operating directions for its No. 1 
series of cast iron sectional magazine feed heaters for 
steam, vapor and hot water systems. Diagrams and speci- 
fications are given, and several pages are devoted to in- 
formation on methods for cleaning grease and oil from 
boilers, how to start the fire, how to connect draft regu- 
lator or thermostat, size of coal to be used, etc. A similar 
booklet treats of the company’s No. 2 series. 

C. M. Kemp Mfg. Co.’s Wall Hanger 

A wall hanger, 10% by 13% inches in size, is being 
distributed by C. M. Kemp Mfg. Co., of Baltimore, Md. 
The wall hanger is printed in black, yellow and brown and 
illustrates ‘“‘Climax’”’ testing plugs. Another card of the 
same size and style depicts cellar drainers. 

Catalog of Beaton & Corbin Mfg. Co. 

The Beaton & Corbin Mfg. Co., of Southington, Conn., 
has just issued its catalog No. 11, descriptive of floor and 
ceiling plates. Combination floor and ceiling plates, com- 
bination plates with narrow rims, cold rolled steel solid 
plates, cast iron solid floor plates, and automatic air valves 
are some of the articles listed. 

Richmond Radiator Co.’s Catalog 

Richmond Radiator Co., of New York City, has just 
issued a new binder type catalog describing its line of 
enameled ware. New pages may be inserted from time 
to time as they are issued by this concern. The first part 
of the catalog is devoted to the various types of bathtubs 
of the Richmond Radiator Co. manufacture with complete 
descriptive matter on the reverse side of each page. The 
center pages show the porcelain enameled lavatories with 
Plate numbers and complete measurements on the back 
of each sheet. The last pages are devoted to illustrations 
of the numerous enameled sinks, laundry trays and laun- 
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The Built-Well 
V-Lock Joint 





Patented 


Sectional view of 
joint, turned up 
side down to 
show how dowels 
are inserted from 
bottom. Mois- 
ture only makes 
them tighter. 


For That “Better Bathroom” Job 


A postal brings our catalog. 


Built Well Mp. (co. 


1458 W. Kinzie St. Chicago, Ill. 























































Has there been such a book 
compiled on steam, water, air, 
gas and oil specialties as the 
McAlear Catalog No. 28. 
Every word in it is of money 
saving value to the plumbing 
and heating contractor. 
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For instance, on page 16 are 
complete service, construc- 
tion and installation data for 
McAlear No. 235 Pressure 
Reducing Valves. These 
valves are used in connection 
with steam, water, air, gas 
and oil or any other service 
requiring positive control of 
reduced pressures. 













Get the McAlear Catalog 
No. 28 for the time it will 
save you every day. 
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dry tray and sink combinations produced by this concern. 
Measurements and descriptive matter are incorporated on 
the backs of these sheets. 


New Equipment 


New Forced Draft Unit for House Heating Boilers 
A manufacturing concern has just put on the market a 
new forced draft blower, especially designed for use on 
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small boilers of the resident type. It is stated that this 
new blower supplies sufficient draft to burn buckwheat 
coal in boilers having up to 5 or 6 sq. ft. of grate area, 
This blower is compact and may be bolted to the floor. 

It is explained that any kind of coal-burning, residence- 
heating appliance may be equipped with the blower, which 
is fitted directly into the boiler base without ducts. 

The motor is enclosed to keep out dust and grit and to 
protect the windings, commutator and bearings. The 
motor is 1/20 horse power and may be connected into any 
light socket. It is stated that the motor runs almost 
silently. 

With automatic control, by means of a thermostat, the 
blower may be turned off and on in order to maintain a 
constant steam pressure or temperature. The intensity of 
the draft from the blower is varied by adjusting a sliding 


damper. It is believed by the manufacturers that many 
homes can advantageously burn low cost buckwheat coal 
instead of the more expensive domestic sizes with the use 


of their blower. 





BUILDING PERMITS FOR FEBRUARY, 1927 
Reports From 200 Cities Show an Increase of 9 Per Cent 
Over the Amount Reported in February, 1926 

Total building permits granted in 200 cities during the 
month of February amounted to $253,290,700, according 
to reports of the 200 building departments to F. W. Dodge 
Corporation. This figure shows an increase of 9 per cent 
over the amount reported in February of last year. Ninety- 
nine cities showed gains over the preceding February, 
while 101 cities showed losses. Last month’s permits also 
showed a gain of 20 per cent over January. 

February “honor roll’’ cities (those reporting more than 
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Finish the Job °* 


When you use SNO-WITE Bath- 
room Trimmings you finish the 
job neatly and permanently. You 
will find that SNO-WITES blend 
perfectly with any color tile and 
add greatly to the appearance of 
the finest bathroom. They are 


made of GENUINE Vitreous 
Enamel and so cannot chip, craze, 


rust or discolor. 


* 


Every SNO-WITE product is 


guaranteed for ten years. 


Write for our catalog. 


AMERICAN 
ENAMELED 
PRODUCTS CO. 


Chicago ec Illinois 
125 E. 46th St., New York, N. Y. 








— <_—  — 
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a million dollars in permits and 20 per cent or more in- 
crease over their February 1926 totals) numbered seven- 
teen, compared with eleven on the January “honor roll.’ 
The February “honor roll’’ cities were: Sacramento, Chi- 
cago, Evanston, Fort Wayne, Indianapolis, Louisville, 
Boston, Cambridge, Detroit, Flint, New York, Akron, 
Columbus, Portland (Ore.), Providence, Memphis, and 
Madison (Wisc.). 


—February, 1927— —February, 1926— 


No. of No. of 
Permits Valuation Permits Valuation 
Alabama— 
BirmMminGRMaM 2.0.02 0 513 $ 1,774,100 491 $ 1,916,500 
Arizona— 
Sa ee er 92 159,800 91 152,300 
Arkansas— 
a) 152 74,300 119 108,400 
Bittle TOOR sc esccacs 155 233,300 186 316,100 
California— 
| a ee 58 85,600 68 195,700 
DAPEOIOY | oicccsawdas 144 476,500 227 476,500 
NE: NS ceiaeseniews es 75 98,300 91 88,000 
THORGREE. Gosnab acess 170 834,500 205 855,800 
Lone BeNOR i cicasves 308 546,200 404 815,700 
E08 AMBOIGS o6cs000 2,476 7,574,400 2,783 8,542,400 
NE coe cvss0w.aeew 584 1,720,600 909 3,062,500 
IES) Sccll-a ainianel aie 162 265,900 223 509,700 
Sacramento .... 0.0 254 1,486,300 199 433,700 
ee TORRE: cc wcccascs 548 963,800 574 1,293,200 
San Francisco ...... 623 3,210,900 753 4,711,900 
SNE NOD, e550 esses 96 610,400 107 303,900 
WOKE. sa0ssevawas 74 111,700 93 219,200 
Colorado— 
Colorado Springs.... 68 34,400 69 68,200 
POUVSE ssnccdeveeess 452 1,200,200 492 1,047,500 
ON 5 aka eas ewe 88 98,400 82 62,500 
Connecticut— 
BHIASepOrt .scccscece 100 309,400 30 173,500 
New FRAG. sc .00:04- 113 387,300 62 228,700 
Delaware— 
Wilmington ........ 88 909,100 41 280,800 
Dist. of Columbia— 
WashiMSton ...ccses 485 3,888,700 356 3,607,100 
Florida— 
Daytona Beach ..... 4% * 58,200 ee 559,400 
Jacksonville ........ 487 1,318,800 372 1,436,500 





Top picture, from left to right: W. H. Shurtleff, Brown-Wales 
Co., Boston, Mass.; George L. Tillinghast, L. H. Tillinghast 
Supply Co., Providence, R. I.; Frank W. Hubbard, W. B, Hub- 
bard & Sons Co., Boston; Joseph A. Maynard, Boston Brass 
Co., Waltham, Mass.; Walter J. Eddy, L. H. Tillinghast Sup- 
ply Co.—Lower picture: Samuel Harris, Harris & Jaffe, Pater- 
son, N. J.; John C. Sharkey, Montgomery Plumbing Supply 
Co., Jersey City; J. P. Carr, General Ceramics Co., New York 
City; R. C. Cook, Thatcher Co., Newark; Samuel Eichenbaum, 
Passaic Plumbing Supply Co., Inc., Passaic, N. J.; W. H. 
Palmer, Palmer-Mullins Co., Boston; Pat Gilmour, Thatcher 


Co., Newark; Louis Harris. At the recent meeting of the 
Eastern Supply Association at New York City 


eeeee* 1897 
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THE AME QUALITY GOODS 
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10.6- 1" = 14" a 
NO. 6-14 = 14" + 
More NO. 6-157 = 14*- aed 
-2' #14 — 
Fig. 118 
s No. 5—%-inch Compound Injector. Patented 


Canada and Foreign Countries. 


Dehn’s Automatic Water Softening and Scale 
Removing Devices will overcome the accumula- 
tions of all sediments and minerals in range coils, 
water backs, furnaces, heaters, tanks, boilers 
and wherever these difficulties are met with. 


Write for catalog today 


COMPOUND INJECTOR & SPECIALTY CO. 
419-421 D No. LARAMIE AVE., CHICAGO, ILL., U. S. A. 


Originators, designers and sole manufacturers of 


THE QUALITY GO 


GOODS 








1927 sesese) 


Dad OHDHDHOODDO®OODOOOOO“ 





ELECTRIC 








Weaaela 


TANK HEATER 


is a thoroughly reliable 
product which, when 
equipped with a therm- 
ostatic or time control, 
has all the convenience 


of our larger models. 


Can Be 
Attached to 
Any Tank 


There are many uses to 
which they are well 
adapted, such as barber 
shops, beauty parlors, 
operating rooms, 
yachts, and anywhere 
where an open flame is 
not obtainable or is un- 


desirable. 


Full details gladly 
furnished. 


D.D.WESSELS & SONS Co. 
OQETROIT. MICHIGAN 
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Mr. Plumber: 


They say you know your stuff 


That’s your reputation. Nobody ever 
put anything over on a plumber twice in 
succession! But—are you putting any- 
thing over on yourself? In short, did 
you ever figure out how servicing a 


“price” cellar drainage pump cuts into 


profits? 


Complaints, dissatisfaction and servicing 
costs YOU Money. It not only takes 
your profits out of your pocket but it 
keeps you from business which satisfied 
customers should send you. Reputation 
and profit can’t be built on ‘“‘price” 
goods. Ask your jobber now, or 


WRITE FOR BULLETIN MJ 427 EXPLAINING THE 


be done? 





Massachusetts— 














PUMP CO. £s7./859 BUFFALO. 


New York Office: 101 Park Ave., Tel. Lexington 8945 
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Valuation 


99,700 
1,089,200 
97,200 
525,900 


1,070,200 
157,500 


105,100 


47,000 


139,500 
34,977,900 
201,800 
744,600 
1,260,100 
151,700 
121,900 
53,900 
180,200 
262,500 


645,700 
1,418,400 
244,000 
2,161,300 
71,400 
325,900 


151,400 


128,900 
88,700 
201,200 
16,900 
26,300 
127,300 


96,000 
300,900 
320,600 


82,000 
151,200 
2,593,800 


2,000,300 
256,700 


46,300 


2,653,600 
76,800 


31,900 
4,541,200 
55,000 
1,118,500 
12,200 
17,100 
52,400 
8,600 
28,100 
154,200 
8,600 
46,800 
175,700 
278,200 
68,700 
44,600 
244,000 
255,900 
309,200 
25,200 
715,500 


69,700 
6,100 
14,159,100 
1,837,100 
532,900 
76,600 
69,700 
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—February, 1926~— 


Permits Valuation 


693,400 
4,163,700 
58,000 

9 


2,365,700 


5,781,600 
65,600 


152,100 


21,300 


24,92 





553,700 
160,300 
»555,600 
84,900 
332,800 
217,700 


615,400 
735,700 
171,100 
,616,800 
36,400 


352,900 


$65,300 


231,000 
56,200 
£19,800 
42,800 
23,700 
200,800 


166,700 
247,300 
248,600 


117,700 
87,900 
1,425,000 


2,292,800 
340,600 


878,800 


2,224,400 
33,900 


2,800 
2,988,400 
35,600 
380,100 
19,200 
46,400 
16,400 
14,200 
4,500 
55,100 
66,600 
48,500 
36,600 
102,800 
54,900 
5,300 
145,600 
250,900 
308,500 
39,500 
365,000 


94,600 
28,300 
9,609,500 
326,600 
462,600 
67,300 
60,500 
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—February, 1927— 


No. of 
Permits 
OT) Ser re eerie : 34 
NE BOP ere eer 104 
ES ee eee ee 50 
Minnesota— 
RE Aibicwa dares nae 70 
Minneapolis ........ 299 
RO AN, ot oe shee wa 184 
Mississippi— 
MUON. 5G diasarvees 134 
Missouri— 
Ranene GH .cciccce 282 
reer rr 38 
a eee 764 
Montana— 
MO al ash rg Sk ta ces tea gk 2 
Nebraska— 
PC De ea wee eee 54 
BRIBE. cicicnvcccves 48 
New Hampshire— 
Manchester ......... 30 
New Jersey— 
Atlantic CY. 26.0005 97 
TC a i ee 19 
ROMAINE! Si ose: crs te id5eu8 ois 76 
Bast Orange ..6.55.5 110 
ee, ee 17 
Joreey Clty .scevces 103 
NO, ood 0: ack ws ew 318 
AE ert ea 44 
co) er eee ee 73 
OPO 6 kienis os on ee 146 
DRO. wisis sivas sso 00 114 
New Mexico— 
Albuquerque ........ 59 
New York— 
BE séxwiardivesss 355 
BE ka.c:c ceva eee 2 
Binghamton ....¢2.<.. 206 
opt ee OE 370 
PEt. VOPR so :eici0s:0 00s 52 
BPORE 666406000400 840 
BroOulgn: seccess 2,404 
Manhattan ....... 291 
I iris a'igs he eee 1,389 
Richmond ...6e0. 469 
N. Y. City (all 
| ee a 5,393 
Niagara Falla ...... 55 
Beonenectaay .....02. 35 
BFPACUES cissecavens TOL 
BO ieee ce Saweaeee 28 
Watertown «2.200%. 15 
po er ee 107 
North Carolina— 
BNBVERNS. 66 cecaias 70 
CT NOUS inc ois 6 oe se 63 


Valuation 


66,000 
£77,800 
54,100 


188,100 
819,200 
396,700 


148,600 


1,576,700 
105,700 
2,203,500 


300 


140,400 
125,700 


55,200 


804,100 
381,900 
308,000 
945,600 
25,000 
650,900 
1,698,700 
74,800 
176,900 
924,200 
294,300 


199,400 


687,800 
14,500 
146,100 
1,532,400 
961,400 
14,143,100 
20,919,600 
27,941,300 
17,369,600 
874,100 


$1,247,700 
121,600 
356,800 
775,800 
54,100 
35,300 
1,299,700 


173,500 
7, 


577,900 
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—February, 1926— 


No. of 
Permits 


41 
41 
48 


83 
379 
184 


258 


417 
55 


862 


165 
10 
58 
66 
10 
84 

268 
30 


7 


ae 


° 
8 


48 


319 


172 


Jaluation 


138,300 
55,300 
87,500 


221,700 
1,218,900 
1,114,400 


459,700 


1,575,000 
79,900 
3,130,200 


76,000 


1,177,600 
316,200 


876,100 
69,100 
205,000 
391,200 
30,200 
2,171,700 
5,627,400 
93,100 
117,000 
391,400 
87,800 


83,500 


330,900 
13,800 
346,000 
710,600 
2,029,800 
15,517,900 
14,215,600 
19,690,900 
9,611,900 
921,100 


59,957,400 
150,600 
83,100 
309,300 
42,600 
31,500 
1,984,600 


883,300 
238,800 











Advertising Car of Federal Water Heater Co., Los Angeles, 


Calif. 








All Kinds- 
All Sizes 


Equipped with Armstrong 


323 N. Francisco Ave. 





Bros, Improved Knife Blade 
Cutter Wheels made from 
ALLOY TOOL STEEL 


ARMSTRONG BROS. TOOL CO. 


Armstrong Bros. 


PIPE CUTTERS 


and Cutter Wheels 


Write for free 
catalog 


Chicago, U. S. A. 






















Haas 


Flush Valves for use in combination with 
all styles of bowls for all classes of 


service to operate under low or high 


pressure water supply. 


Water Closets for every type or class of 


service. 


Frost Proof Closets. Direct flush 
or after flushing. 


Write for catalog 


Philip Haas Co., Dayton, O. 











The good word is spreading. Every woman 
appreciates legless radiators because there's 
nothing to interfere with’ mop or sweeper. 


Clear floors are easy to clean! 


E-Z Hangers require only one bolt-per hanger. 
They are adjustable both laterally and verti- 
cally. Anchor bolt does not require accurate 

any wall, any legless 


Placing. ap’ 

fadiator. Use these better hangers. 
HEALY-RUFF COMPANY 

St. Paul, Minn. 


770 Hampden Ave., 


Style R 

















BECATOR 


One Moving Part 


There’s one big reason 
Bu.ks Super- Turbine 
Pumps are never out of 
service. There is no 
complicated mecha- 


Our 
Calaloo 











nism to wear out—noth- 
ing to be replaced. 


This pump picks up its 
load gradually thereby 
operating on a mini- 
mum of power. 

Write today for catalog 


CECATUR PUMP CO 
632 E.Cerro Gordo St. ° 
Dec atur Illinoi, 
















































































































WATER GAUGE 


LOW PRESSURE —: FINISHED BODY 


Wholesalers:- 


Capito! Gauges 
and Valves are 
high quality prod- 
ucts that get 
more and better 
business for you. 
Write for our cat- 
alog. 



















Many of the best 
known boilers on the 
market are regular- 
ly equipped with 
this Capitol Water 
Gauge, which is of 
the self-cleaning type 
and has established 
a reputation for its 
lasting and satisfac- 
tory service as well 
as its pleasing ap- 
pearance. 


Any length of glass 
and rod can be furn- 
ished. 





Compression 
Gauge Cock 


Without Stuffing Box 





The Capitol Compression Gauge Cock 


is also standard equipment on many 
high grade boilers. The soft metal 


seat is burnished in. 


Michigan Smelting 
and Refining Co. 


Capitol Brass Works 


an 
Acme Brass Divisions 


oer 








1 BOMGIE. .susscccins 
Richmond ....... 
PO 6s.0 canes ex 


CAPITOL BRASS WORKS | 


MANUFACTURERS OF ERASS VALVES AND BOILER TRIMMINGS 


=S=DETROIT, MICH SS 


| 
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Lo 
Greensboro ........ 
Wilmington ....... 
Winston-Salem .... 


North Dakota— 


er eae 
Grand Forks .....: 


Ohio— 


RE dais.sinewas-oes 
TRE Sheed nogee 
Be"? 
i! a 
COIBMBDEB ..cccccce 
Serre eee e 
a ee re 
MEMOIR Ses bs ewsiane 
eS ee 
Springfield ........ 
tee SS ae ee ee 
Youngstown ...... 


Oklahoma— 


MIGENOROS. ...5245%5 
Oklahoma City .... 
PY aig WidGrajed eae es 


Oregon— 


Pennsylvania— 


Alieontown ....2.0. 
AONE sik w o> woe 
Bethlehem ........ 
er 
Johnstown ......... 
EMMORMEOP .ccccaves 
Philadelphia ....... 
gift ly) 
| 
a 


Rhode Island— 


ProviGenes 2.06222. 


South Carolina— 


CRAPARETOR . ..0.cc0006 
Greensville ........ 


South Dakota— 


pioux Malis ...6<<0. 


Tennessee— 


oo; | | re 
PP ee ee 
| | 


Texas— 


LO yer er 
ee ckasge ensue 
CRS VOGROE: 6c cssavies 


eee 


San Antonio ....... 


Utah— 


Rs eee 
Salt Lake City..... 


Virginia— 


Washington— 


GREET 60 ve chew eee 
DONOR: Sembee comnn 
eo eee 
ROUTINE: Sctane es seu 


West Virginia— 


eo errr 
Huntington ........ 
We WE. btw w3.0ee 


Wisconsin— 


a ee eee ee 
a eee eee 
Milwaukee ........ 
PEUMOEE  saiv52605400 


NE -s chseeuseues 


Sheboygan ....... 
W yoming— 


SIND indies 6S 000 


Total (200 Cities) 


—February, 1927— 
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—February, 1926— 





No. of No. of 
Permits Valuation Permits Valuation 
54 191,200 46 274,800 
75 310,100 74 1,016,300 
12 20,800 14 201,300 
109 563,800 115 239,600 
8 21,000 1 92,700 
4 5,900 2 400 
343 1,203,600 228 960,800 
134 262,200 104 354,700 
1,056 1,420,500 1,214 1,316,600 
675 2,668,500 708 2,904,100 
385 1,788,700 385 1,193,800 
193 764, 800 144 376,900 
45 83,000 50 156,700 
32 29,700 31 39,400 
3 800 15 26,800 
44 54,700 38 47,500 
317 665,800 245 732,100 
152 456,400 97 302,100 
18 17,400 16 31,900 
137 552,400 201 657,900 
255 671,500 133 $10,600 
1,006 3,065,900 1,009 2,502,200 
22 668,400 4° 70,800 
51 90,900 36 119,600 
21 124,500 22 90,100 
44 96,500 30 325,200 
30 66,100 23 19,000 
36 90,600 22 238,100 
Yh f 7,062,900 647 9,108,200 
381 2,032,200 345 2,135,900 
117 154,400 92 932,100 
59 221,800 45 134,700 
63 232,200 27 100,700 
238 4,502,600 135 560,400 
36 38,300 34 25,500 
41 175,500 30 52,200 
10 23,500 12 40,600 
148 490,800 212 292,800 
378 2,205,500 547 1,354,400 
237 340,600 168 225,600 
327 528,900 449 1,937,600 
35 20,900 50 34,500 
224 217,100 259 251,100 
77 1,647,000 441 1,940,200 
326 669,200 330 1,268,700 
4 31,300 11 19,200 
56 247,100 5 187,700 
130 228,100 129 241,800 
163 537,500 175 1,534,900 
122 252,700 103 203,700 
98 52,300 99 86,300 
833 1,535,800 901 2,346,300 
107 149,200 159 204,600 
212 639,100 248 761,100 
90 252,500 49 139,400 
38 193,900 78 226,100 
92 347,300 38 65,300 
83 122,800 70 77,500 
377 2,569,700 39 98,000 
46 84,600 263 1,854,100 
3 222,300 35 228,600 
61 80,900 32 66,300 
49 130,400 74 93,200 
ll 22,300 14 27,300 
. 41,634 $253,290,700 40,753 $233,096,000 
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Convention Dates 


April 11 and 12, 1927.—The annual convention of the Okla- 
homa State Association of Master Plumbers, in Muskogee, 
Okla., with headquarters at the Severs Hotel. 

April 14 and 15, 1927.—The annual convention of the Arkan- 
sas State Master Plumbers’ Association, at Little Rock, with 
headquarters at Lafayette Hotel. 

April 16, 1927.—Quarterly conference of the Southern dis- 
trict presidents and secretaries, in Master Plumbers Hall, 1832 
South Hope street, Los Angeles, Calif, 

April 20 and 21, 1927.—The annual meeting of the Heating 
and Piping Contractors New York State Association, at Syra- 
cuse, N. Y., with headquarters at the Onondaga Hotel. The 
directors will meet the evening of April 19th at the same 
place. 

April 23, 1927.—The thirtieth annual convention of the 
Montana Master Plumbers’ Association, at Boulder Hot 
Springs, Montana. 

April 26, 1927.—Quarterly conference of the Northern dis- 
trict presidents and secretaries in Master Plumbers Hall, 120 
Page street, San Francisco, Calif. 

April 27, 1927.—Meeting of the Manufacturers Advisory 
Committee on Vitreous China Plumbing Fixtures, at the 
Commerce Building in Washington, D. C. 

April 28 and 29, 1927.—Annual convention of the Georgia 
State Association of Master Plumbers, at Macon, with head- 
quarters at the Hotel Dempsey. 

May 2 and 3, 1927.—The annual convention of the Florida 
State Association of Master Plumbers at St. Petersburg. 

May 2, 3 and 4, 1927.—The annual convention of the Asso- 
ciated Master Plumbers of Texas, at Ft. Worth, with head- 
quarters at Texas Hotel. 

May 9 and 10, 1927.—The annual convention of the Master 
Plumbers’ Association of Connecticut, at Bridgeport. 

May 9 and 10, 1927.—-The annual convention of the North 
Carolina Association of Plumbing and Heating Contractors, 
at Asheville, N. C., with’ headquarters at the Battery Park 
Hotel. 

May 9, 10 and 11, 1927.—Annual convention of the Kentucky 
State Association of Master Plumbers and Sanitary Engineers, 
at Newport, Ky. 

May 10 and 11, 1927.—The annual convention of the Colo- 
rado Society of Sanitary and Heating Engineers, at the Cos- 
mopolitan Hotel, Denver, Colo. 

May 10, 11 and 12, 1927.—The annual meeting of the Na- 
tional Pipe and Supplies Association, at Pittsburgh, Pa. 

May 16 and 17, 1927.—The annual convention of the Ten- 
nessee Association of Master Plumbers, at Nashville. 

May 17, 1927.—Annual convention of the Women’s Auxiliary 
of the New Jersey State Association of Master Plumbers at the 
Elks’ Club, Newark, N. J. 

May 17 and 18, 1927.—-Annual convention of the New Jerse) 
State Association of Master Plumbers at the Elks Club, 
Newark, 

May 17 and 18, 1927.—The annual convention of the Penn- 
Sylvania State Association of Master Plumbers, at Harris- 
burg, Pa., with headquarters at the Penn Harris Hotel. 

May 17-20, 1927.—The eighteenth annual convention of the 
National District Heating Association at West Baden Springs, 
Ind. 

May 19, 20 and 21, 1927.—-The annual convention of the 
Oregon Association of Master Plumbers, at Salem, Ore. 

May 23 and 24, 1927.—The annual convention of the Alabama 
State Association of Master Plumbers, at Birmingham, Ala. 

May 26, 27 and 28, 1927.—Second annual convention of the 
National Association of Plumbing and Heating Salesmen, at 
the Robert Treat Hotel, Newark, N. J. 

May 27 and 28, 1927.—Annual convention of the Association 
of Master Plumbers of the State of Washington, at the Daven- 
port Hotel, Spokane, Wash. 

June 1, 2, 3 and 4, 1927.—Thirty-eighth annual convention 


of the Heating and Piping Contractors National Association, 
at West Baden, Ind., with headquarters at the West Baden 


Springs Hotel. 
June 2, 3 and 4, 1927..-The annual convention of the Vir- 
ginia State Association of Master Plumbers, at the Hotel 


Cavalier, Virginia Beach, Va., with the Master Plumbers’ 
Association of Norfolk, Va., as host. 






































June 6, 7 and 8, 1927.—Twenty-sixth annual convention of 
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ACME DETROITG> 


PLUMBERS’ BRASS GOODS 


QUICK COMPRESSION 


FAUCET 


HUI 











This sectional view 
shows construction 
and features of 
Faucet No. 814. 





Note the full, unobstructed waterway, 
the raised seat, the adequate threading 
on the heavy stem, the encased seat 
washer, and the unusual thickness of 
metal throughout. 











This heavy, well 
finished and nick- 
eled faucet looks 
like and is a quality 
product. 






This faucet, like all other Acme-Detroit products, 
is thoroughly inspected and tested to 300 pounds 


hydraulic pressure before leaving our plant. 


Every item of the Acme-Detroit line is absolutely 
guaranteed against defective workmanship and 
materials. 

Write now for our catalog showing complete line. 


Michigan Smelt- 
ing and Refining 
Co. now operat- 
ing Acme Brass 
and Capitol Brass 
Works Divisions. 


Wholesalers:— 


Acme Plumbers’ Brass Goods 
are a high quality line that will 
mean profit to you and satisfac- 
tion to your customers. Write 
or wire for details. 











vam Onuacling 
and Re (Pravin 
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24-Hour Delivery 
Easy to”Install 
Easy-'to Maintain 
Thoroughly Réliable 


v¥¥ 


Engineering Service’ 


444 


Write for Catalog 


Capacities 


10-1500 G.’P. M. 


Heads 
5-150 Feet 


JILAGO PUMP COMPANY 
hth.) SEWACE~CONDENSATION-CIRCULATING 
Ss BILGE- FIRE-HOUSE- VACUUM 


-RAM CHICAGO, ILL. 








Pe 
2322 WOLFRAM ST. 














This Name — 





on Hot WaterBoilers 
Means the Best 


The Wilks Self-Feeding 
Hot Water Boilers are 
used for heating resi- 
dences, garages, green- 
houses, etc. They are 
easily managed — no 
more trouble than the 
ordinary stove. 


The coal magazine in the 
self-feeder is the big fea- 
ture of these heaters. 
They can be filled with 
coal and even in the 

















coldest weather will re- 


quire no further attention for ten or twelve hours. 


Write for catalog and prices today. 


S. WILKS MFG. COMPANY 


3515 SHIELDS AVE. CHICAGO, ILL. 


E. W. SEDGWICK, Pres. 
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the State Association of Master Plumbers of California, at 
Yosemite National Park, with headquarters at Camp Curry, 

June 6 to 11, 1927.—The national convention of the Amer. 
ican Water Works Association in Chicago, with headquarters 
at the Hotel Sherman. 

June 8, 9 and 10, 1927.—The annual convention of the Utah 
State Association of Sanitary and Heating Engineers, at Salt 
Lake City, Utah. 

June 21, 22 and 23, 1927.—The forty-fifth annual convention 
of the National Association of Master Plumbers, in Minne- 
apolis, Minn., with headquarters at Hotel Radisson. 

June 21-24, 1927.—The ninth annual convention of the 
Women’s Auxiliary to the National Association of Master 
Plumbers, at Minneapolis, Minn., with headquarters at the 
Radisson Hotel. 

June 28, 29 and 30, 1927.—The semi-annual meeting of the 
American Society of Heating and Ventilating Engineers, at 
White Sulphur Springs, W. Va. 

August 9, 10 and 11, 1927.—The annual meeting of the Amer- 
ican Society of Sanitary Engineering, at Jacksonville, Fla. 


ee 


Other Trade Events 
April 9, 1927.—Second annual Bosses Night of New York 
| Chapter No. 2, National Association of Plumbing and Heating 
| Salesmen, at the Hotel Pennsylvania, New York City. 
April 18, 1927.—Sixth annual dinner dance of the Maryland 
Master Plumbers’ Association, at Hotel Emerson, Baltimore, 
April 19, 1927.—First annual Ladies Night of the Eastern 
Lake County Association of Sanitary and Heating Engineers, 
at the Union hotel, Wheeling, Ill. 
April 20, 1927.—Dinner by the Heating and Piping Con- 
| tractors Newark Association, at Achtel Stetter’s restaurant. 
April 27, 1927.—Spring dance to be given by the Ladies 
Auxiliary of the Master Plumbers’ Association of Jersey City, 
| N. J., at the Masonic Temple, 835 Bergen avenue, Jersey City. 





RICHMOND, VA., MASTERS HEAR ABOUT PROPOSED 
ZONING LAW 

Seventy-three master plumbers and heating contractors 
| of Richmond, Va., met at the club rooms of the Master 
Plumbers and Heating Association of Richmond, Va., Inc., 
Monday evening, March 28, and learned about the zoning 
ordinance planned for that city. Of this number, all but 
19 masters were members of the association, these being 
guests who were invited by the association leaders. 

The principal speaker of the evening was Morton G. 
Thalhimer, a local real estate man, who explained that 
the proposed law is very elastic, that it will help building 
and materially aid the building trades. It, according to 
Mr. Thalhimer, does away with billboards and the depre- 
ciation of property to a large extent, stabilizing property 
values. He believes the new act will help speculative 
building, and in this way aid master plumbers and heating 
contractors to sell their wares. 


Senator Morgan R. Mills of Richmond, another speaker, 
told of the need of organization and co-operation in the 
building trades, not only in Richmond, but throughout the 
county. Senator Mills condemned a bill recently intro- 
duced into the state senate which affects subdivisions 
within a radius of five miles of the city, stating it was 
detrimental to the progress of the community. 

B. Y. Kinsey, executive manager of the association, 
closed the speaking program by enumerating what the 
association is trying to do for the advancement of the in- 
dustries. ‘‘We are trying to work in unison with the 
wholesalers and the public,’’ Mr. Kinsey stated. 

After John Verrell, salesman for the Tomlinson (o., 
local wholesalers, had sung two solos and members had 
| heard music from the excellent orchestra, refreshments 
were served. 











Richard Banks of Mission, Tex., has been awarded the 
plumbing contract on the junior high school under con- 
| struction there. 
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WASHINGTON STATE ASSOCIATION TO CONVENE IN 
SPOKANE 


Spokane is the city chosen for the annual convention 
of the Association of Master Plumbers of the State of 
Washington, which will be held on May 27 and 28, ac- 
cording to a notice sent out by State Secretary B. M. 
Richards of Everett. The convention headquarters will 
be at the Davenport Hotel, and the meetings will be held 
in the same building. H. W. English has been named 
secretary in charge of the convention. John Bulmer, 
L. D. Bliss and H. L. Patton, all of Spokane, are the com- 
mittee on arrangements. 

From a small start, the Washington organization, under 
the leadership of Roy E. Thompson of Tacoma, has grown 
to include fourteen local associations, and a total mem- 
bership of 167 master plumbers. It is expected the 1927 
convention will be the most satisfactory held in that 
state for several years, both from the standpoint of at- 
tendance and activity. 





MARYLAND MASTERS ELECT DELEGATES TO 
MINNEAPOLIS CONVENTION 

Delegates to the national convention in Minneapolis 
were elected by the Maryland Master Plumbers’ Asso- 
ciation at a meeting held March.24. Those who will rep- 
resent Baltimore city are as follows: Francis C. Dorsey, 
president; Ira Belt, Samuel E. Houck, John Widman, 
Theodore Bunnecke, Edward H. Rogers, Leo C. Stein- 
metz, William F. Myers, Charles H. Frederick, William 
Martin, August V. Eidman, W. Fred Groscup, William 
F, Mylander, William H. Mitchell, Charles Wachsmuth, 
T. H. Bowland, Nelson Barnes, Ernest Ritterhoff, Allen 
W. Beam, John W. Monosmith and Frank J. Nichalson. 
Those who will represent the state at large are Harry 
R. Wagner of Hagerstown, John B. McFarland of Cum- 
berland, and Louis Morgan of Salisbury. 





COLORADO STATE PLUMBING INSPECTOR NAMED 


Appointment of Irving A. Fuller, 3527 West Forty- 
Fourth avenue, Denver, Colo., as state plumbing inspector 
for Colorado has just been announced by Governor Adams, 
to take the place of Robert G. Smith, who resigned last 
January. Mr. Fuller headed the list of applicants who 
successfully passed the civil service examination for the 
Position. He is a member of the Journeyman Plumbers 
and Gasfitters’ Union and for the last three years has been 
secretary of that organization. 





ROCK ISLAND HEATING ENGINEER HONORED BY 
APPOINTMENT 


C. E. A. Nutting of the Illinois Plumbing & Heating 
Company, Rock Island, Illinois, and a member of the Rock 
Island Master Plumbers’ Association, has been appointed 
to serve on the special committee of State President C. D. 
Harris on heating insulation research work. The duties 


of this committee will be to work with a committee repre- 
Senting the manufacturers of insulating materials in an 
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endeavor to work out certain theories and to solve some 
of the problems of heating contractors. 

The balance of the committee besides Mr. Nutting in 
cludes: Homer Linn, American Radiator Co.; Prof. A. C. 
Kratz, University of Illinois; Wm. Hitchcock, Peoria, Illi- 
nois; Austin Pope, Chicago, Llinois. 

Mr. Nutting is the second member of the Rock Island 
Master Plumbers’ Association to be honored by appoint- 
ment this year, the other member being John Ward of 
the state nominating committee. 


ADVOCATING LIEN RIGHTS IN BALTIMORE, MD. 


Several plumbing trade organizations, and numerous 


allied associations are taking a prominent part in a fight 
now being made in the General Assembly of Maryland 
for the passage of a bill restoring liens on building mate- 
rials in Baltimore city. Agitation in favor of the bill was 
begun a short time before the opening of the legislature 
on January 1, by the Builders’ Exchange of Baltimore. 
This organization was immediately joined by the Maryland 
Master Plumbers’ Association, which threw its entire 
strength into the fight and was active in securing the 
support of other organizations. Among other organiza- 
tions backing the bill are the Master Plumbers of Balti- 
more City, Inc., the Mechanical Co-operative Association 
(an organization composed of leading heating and power 
piping contractors), and plumbing supply jobbers. 

The Maryland Master Plumbers’ Association appointed 
a committee composed of John W. Clark, executive secre- 
tary; August V. Eidman, chairman; and Frank J. Knell, 
to co-operate with the Builders’ Exchange. Recently Mr. 
Eidman was delegated to represent the association on an 
executive committee composed of representatives of all 
the above-named organizations. 

The bill passed the House of Delegates by a vote of 92 
to 19, after a lengthy hearing before its committee. A 
sharp fight, nevertheless, is expected in the Senate. 





LOS ANGELES M. P. A. PRESIDENT 
Lawrence F. (‘Larry’) Stuffler, president of the Los 
Angeles Merchant Plumbers’ 
Association. Born in Joliet, 
Illinois, September 15, 1879. 
Moved to Los Angeles, Calif., 
in 1904. Started in business 
- in 1906, and joined the asso- 
ciation at the same time. One 
son is a partner with his 
father in the Acme Plumbing 
Company at 2770 Moneta 
avenue, Los Angeles, another 
son is an architect, and a 
daughter is in college. Mr. 
Stuffler building, 
and is a firm believer in mer- 


owns his 


master 





chandising for the 
plumber. 


Lawrence F. Stuffler 
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PRINCE GEORGE’S AND MONTGOMERY COUNTIES 
ASSOCIATION ELECTS OFFICERS 

W. S. Dutton of Hyattsville, Md., was chosen president 
of the Master Plumbers’ Association of Prince George’s and 
Montgomery counties, at the recent annual election of that 
organization which was held in the regular meeting place 
in the Arcade Theater building in Hyattsville. Elected 
to serve with Mr. Dutton are Herbert Green, Mount Ranier, 
vice president; Charles W. Reichelt, Mount Ranier, secre- 
tary; and J. Frank Rushe, University Park, treasurer. 
The association meets every other Monday evening. 





WESTCHESTER COUNTY MASTERS HOLD ANNUAL 
BALL 
The members of the Westchester County Master Plumb- 
ers’ and Steamfitters’ Association and their friends who 


braved the snowstorm on Saturday evening, March 26, to 
attend the annual ball given by that organization at Lib- 
erty Hall, New Rochelle, N. Y., were well repaid for the 
discomfort they endured. 

Musicians who played and sang at every opportunity 
during the evening, saw to it that there was no lull at any 
time. In addition to their numbers and the dancing, an 
exceptional program of vaudeville was presented. 

“Domestic Engineering” balloons played no small part 
in the fun of the night, as they were the means of aiding 
three ladies in securing that number of the five prizes. 
Mrs. John A. Quatroni, wife of one of the Pelham master 
plumbers, received a manicuring set for proving most 
adept at blowing up one of the balloons and evading the 
pin punctures of the men. Mrs. T. W. LeViness, wife of 
the New Rochelle representative of the Pittsburg Water 
Heater Co., was presented with a hand bag, as was also 
Mrs. Joseph Ucci of White Plains, as their awards in the 
balloon dance. Mrs. Joseph Donohue and Mrs. Charles 
Morgenweck, wives of master plumbers in Mt. Vernon and 
Bronxville, respectively, were the recipients of a hand bag 
and manicuring set as prizes in elimination dances. 

If the reluctance displayed by the throng of well over 
350 in leaving the scene were used as a means of measur- 
ing the degree of enjoyment derived, the committee who 
arranged the details of the affair—namely, Charles Ryan, 
Charles Morgenweck, A. H. Karl, Louis Young, Fred Bell 
and Field Representative E. J. Sheppard—would undoubt- 
edly be tendered a number of votes of thanks for the thor- 
oughness with which they carried out their obligation in 
the entertainment of guests. ; 
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VIRGINIA CONVENTION COMMITTEE MEETS 

The executive committee of the Virginia State Associa- 
tion of Master Plumbers’ convention committee met in the 
office of the Master Plumbers and Heating Association of 
Norfolk, Va., Inc., Monday evening, March 28, to further 
plans for the state convention in June. The slogan of the 
committee is “Five hundred at the convention.” Chair- 
men of the various committees are: John J. Shanahan, 
general chairman; W. R. Coley, program; E. F. Lawler, 
finance; J. G. Lancaster, entertainment; George Graham, 
reception; A. R. Thompson, transportation, and K. G, 


Bennett, registration. 





NEW ORLEANS TRADE SCHOOL GRADUATES PASS 
STATE EXAMINATION 

A class of fifteen graduates of the Isaac Delgado Trades 
School at New Orleans has successfully passed the exam- 
ination of the state board. The men are: Lucian Buck, 
James O. Kelly, Walter V. Carver, James M. Toole, George 
K. Olsen, Henry J. Hudson, Louis Abadie, Carl Fried, 
John D. Conkerton, Jr., Albert Paulus, Oscar C. Pease, 
James A. Webb, William G. Miles, Tilden Greene and 
Antoine J. Fournette. 





NEW JERSEY ASSOCIATION TO TAKE HOLIDAY TRIP 
TO MINNEAPOLIS CONVENTION 

The members of the New Jersey State Association of 
Master Plumbers are planning a pleasant holiday trip to 
the National Association convention to be held in Minne- 
apolis, Minn., according to a recent announcement from 
Andrew A. Taaffe, secretary. The first itinerary, which 
was drawn up, did not allow enough time to Minneapolis, 
so the following itinerary was drawn up and will be 
followed. 

The members and guests of the New Jersey association 
will leave Newark for Montreal, Friday, June 17. A day 
will be spent in the Canadian metropolis to see the enter- 
taining sights, after which the party will take a train 
direct for Minneapolis, where they will arrive Monday, 
June 20. Friday, June 24, the party will set out for Chi- 
cago, after having taken in the convention in the inter- 
vening days. A day of sightseeing in the latter city will 
be followed by a lake trip, the first stop of which will be 
at Mackinac Island, Sunday, June 26. From Mackinac, 
the party will embark for Parry Sound where a short stop 
will be made. The boat will dock for short side trips at 
Detroit and Cleveland before terminating the trip at 











Annual banquet of the Washington, D. C., master plumbers’ association, held recently at the Wardman Hotel in that city 
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Buffalo. The train from Buffalo will arrive in Newark 
at 8:14 p. m., Wednesday, June 29. 

Further information on the trip, its cost and accom- 
modations, can be obtained by writing Mr. Taaffe at 222 


Market street, Newark, N. J. 





NAMED SALT LAKE CITY PLUMBING INSPECTOR 

Nephi Stewart has been 
chosen plumbing inspector of 
Salt Lake City, Utah. Mr. 
Stewart has had approx- 
imately twenty years’ exper- 
ience in the plumbing and 
heating business as a journey- 
man and as the business rep- 
resentative of Local No. 19 
of the United Association of 
Journeymen Plumbers, Gas 
and Steam Fitters of United 
States and Canada, serving 
three-and-one-half years in 
the latter capacity. He is 
also past president of the 
Salt Lake City Federation of 
Labor. He is promised the 
support and co-operation of 
the masters of that city. Mr. Stewart succeeds R. E. 
Neslen, who died recently, after serving as plumbing in- 
spector for over a decade. 








Nephi Stewart 





RECORD ATTENDANCE EXPECTED AT BALTIMORE 
BANQUET 

Response to invitations sent out by the Maryland 
Master Plumbers’ Association to those interested in the 
annual banquet and dinner, to be held Easter Monday 
evening at the Hotel Belvedere, Baltimore, indicates that 
this will be the most enthusiastic affair so far in the 
history of the organization. Demand for tickets is in- 
sistent, according to John W. Monosmith, chairman of 
the banquet committee, and the returns already in hand 
are much greater than those for a comparative period in 
recent years. An exceptionally fine program of entertain- 
ment is being prepared by the committee, and no effort 
will be spared to make the result equal to the expectation. 





READING ASSOCIATION ENTERTAINS LADIES AT 
DINNER DANCE 

Members of the Master Plumbers’ Association of Read- 
ing, Pa., entertained their ladies at the annual banquet 
of the organization which was held in the banquet room 
of the Odd Fellows Temple, in that city, recently. The 
hall was tastefully decorated for the occasion, and after 
the dinner dancing was enjoyed. 

E. D. Van Denberg was toastmaster for the occasion, 
and was introduced by President Herbert S. DeHart, C. F. 
Troutwine, national director, offered the invocation, and 
the address of welcome was given by Christian Bachofer. 
Other addresses were made by James H. Lutz, of Harris- 
burg, president of the Pennsylvania state organization; 
Charles K. Wills, of Lancaster, Pa., E. D. Swoyer, of 
Allentown, Pa., R. M. Kilmoyer of Lebanon, Pa., and 
Charles Hinchman of Pottstown, Pa. 

Music and entertainment were furnished by the Co- 
lonial Quartette, and by McLean’s Country Club Orches- 
tra. Special features of the entertainment were fur- 
nished by Calvin A. Ulrich, who rendered a vocal solo, a 
bass violincello solo was given by Clarence Tommey, and 
an accordion solo by Frank P. Heller, all members of the 
Reading association. 

The committee in charge of the arrangements for the 
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| **CHICAGO”’ 
No. 2 


Power Pipe Thread- 
ing} Machine 


For 
Production and Precis- 
ton Threading 


PORTABLE 
ee 
| Capacity 4%" to 2° Pipe 
| = ky’ tol }y’ Bolt 


FEATURING; 
Quick Die Change 
Automatic Die Head 
Three Speeds 
Perfected Oil Control 


Send for Catalog. 
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CHICAGO PIPETHREAD MACHINE CO. 


Office and Factory: 1615 Racine St.. RACINE, WIS. U.S.A. 


Strength! 


The strength of MOORE 
Radiator Hangers is the 
strength of the highest grade 
steel. Their ready adapta- 
bility to all types of building 
construction and all makes 
of radiators, make them the 
most desirable of hangers. 
They come absolutely com- 
plete—no extras to buy. 


The MOORE Hanger is con- 
cealed and has extraordinary 
liberal adjustments—4-in. 
vertical and 24 in. horizon- 
tal. This eliminates exact 
measuring in locating bolts. 























Your jobber can supply you. 


CARTY & MOORE 





ENGINEERING CO., 
(INCORPORATED) Double Bottom 
611 West Larned Street Hung Wall 
Detroit, Michigan 











with 
Powers Shower Mixers 


y At last a mixing valve has been in- 
Safety vented which will regulate the 
shower and keep the temperature of the water 
where it is wanted. Nochance of getting scalded. 
No slipping and falling on wet tile floors while try- 
ing to escape a sudden change in the temperature 


of the water. 
No waste of time trying to get 


Comfort water at the right temperature. 


When the handle uf a Powers Shower Mixer is 
turned to WARM, the water does not run hot 
one minute, and coldthe next. It remains where it 
is wanted until the position of the handleischanged. 
Economy Powers mixers save hot and 

cold water. They prevent 


steamed-up-bathrooms, which loosen paint and 
plaster; and they reduce repair expenses, because 
they have no valve seat washers on hot water in- 
let to wear out and need frequent replacement. 
Free Book Names of hundreds of users 
who have brought their 
showers up-to-date with Powers Mixers appear 
in our new 20-page book. It contains valuable 
information on showers—information that has 
money-making possibilities for Master Plumbers. 
(8499-A) 





The Powers RegulatorCo. 


2716 Greenview Ave. Chicago 


36 Years of Specialization 
in Automatic Temperature 
Control— Offices in 36 cities 


' lhe 
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SHOWER MIXER 
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affair consisted of Thomas Millar, Herbert Schern, Wi. 
| liam Wasner, George Rothernberger, Arthur Luie ang 
Clarence E. Tommey, The committee was assisted by 
members of the Ladies Auxiliary. 

Newly elected officers of the Reading organization are: 
Howard G. Yocom, president; Robert R. Reiger, vice pregj- 
dent; William F. Karbel, secretary; and Ralph R. Seidel, 
treasurer. The officers were elected at the last regular 
meeting in March. 





| CHICAGO MASTER PLUMBERS DEFEAT MILWAUKEE 


IN BOWLING MATCHES 
Bowling teams representing the Chicago and the Mil- 
waukee master plumbers associations met in a series of 
games in Chicago recently, and the Windy City teams 
made a clean sweep of the contest by winning all of the 
matches. Each association entered three teams, and high 
series totals decided the winners. Scores of the games, 

and the names of the prize winners, follow: 


First Team 


Milwaukee 
Wy UIE Sood SSO Se REE es oe ee ee eee ee 213-160-160 
CIR og shai ss oo Wins a Fae Woda Hae ae 158-134-184 
LS. Bt OS Se a re Troe wen oe 141-150-178 
i a ENN 5 bch are wna Aa awe wae eRe 162-170-156 
i es EE. Be bees derakheuseewassee wees 181-199-191 
Total Milwaukee TTT TT ere ee ee Ue me 
Chicago 


EE as sais 6 saw Sw Siw ED ee eae ae orale ae 182-202-189 
Wa DEMON + sy50 bedi awbuee cas aea'es apes aes 144-146-140 
CD POPP ECT r ECE TSE Peer eee. 230-212-171 
iy EE ow Siw on eum eanen vee se esse beeees 137-165-181 
iP; NINE. Sh Wiehe Sa wid we mm OR ae ee 171-183-149 


beech seh Ok Ne eases eas ae Ses 864-908-830 





Total Chicago 2,602 
Second Team 
Milwaukee 
ES ee REET TT CRE R ET rere 132-162-159 
8) eee rr rete re eri. 194-162-145 
De MINS. ob wise Mew We beh oboe eee wend euwe ec aes 174-127-190 
Ay. SPO Pee Pee ee rr re tee Ce oe re fee ee 150-141-133 
Nee 0 | ae ee Pe ae Na ory Tome Se Et 167-145-154 
ee ee tr 817-737-791 2,345 
Chicago 
Dy Aas WEMMOT cicwisowiss sas se aed saeevueaias 199-167-166 
Ca Ee eae rr reer te yo 188-171-164 
PR Sor Baa Was uka eee hy dbase esee ee 143-164-129 
ns ONE is oe k waibie ao ae ee a ae Res eae 140-159-166 
ER SRNR rr ee le aes ta aa ai eS Be eee oii atk 176-167-148 
tl ASE © 605-5 05 8 See eww eG one eee 846-837-773 2,456 
Third Team 
Milwaukee 
Ct NG es cab ima ade ane eae wae eae 131-179-136 
aw ec hic da hic eee a sw eae ead wanes 136-144-122 
Ee ee ee ee ee eh 140-125-144 
ere eT ee ee CTP E LET TELCO TEE 121-118-126 
ERRNO a g5.109 sas ee a a-4-39 OW tab OG en be ewes 128-132-137 
TCR IWRUMRBE soon eve os vaseeessbasane 656-698-665 2,019 
Chicago 
eR Ea ene err ree Se re ieee Ei ie ey 118-121-138 
eC So al xicia nee as bs wb wae Wels a ae ae 131- 96-155 
kA ae ee ee Re Ce ee ee 174-147-119 
as RUARER. 5 cs on bse wind. w aie + 60% 50's 20 9s oe eee Ren eee 
PEN rs iis Abas soe sha ese h wages oak e400 es 155-200-199 
tea RO outs CS Sau eee sis can ee 781-687-755 2,223 


The prize winners were: First prize, P. Jacoby, Chi- 
cago; second prize, P. Larson, Chicago; third prize, H. 
Wussow, Milwaukee; fourth prize, B. Dereszynski, Mil- 
waukee; fifth prize, Al Hoffman, Milwaukee; sixth prize, 
Al Schafer, Milwaukee; seventh prize, M. Grube, Chicago. 





Jud & Ormond of San Antonio, Tex., have been awarded 
the plumbing and heating contracts on the Webb residence 
at $4,808. 
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SAN ANTONIO HOLDS BUILDING INSTITUTE 

A Home Building Institute is being held in San Antonio, 
Texas, under the auspices of a San Antonio newspaper, 
which promises to be one of the most profitable and in- 
teresting events of its kind ever conducted in that city. 
The Institute covers a course of 24 weeks during which 
time each industry allied with the building trades will 
have an opportunity to bring before the public the im- 
portance of its work in home and building construction. 

A signal honor has been given the plumbing, heating 
and allied industries in that they are the only industries 
peing allotted a week for each one of their trades. June 
27 has been set aside as the week in which the master 
plumbers will give the public an idea of their work in con- 














Top picture, left to right: W. J. Casemore, Ponea City, Okla.; 
G. A. Oxler, vice president Kansas State Association of Master 
Plumbers; W. R. Dunlap, president of Kansas City, Mo., asso- 
ciation.—Middle picture: R. P. Johnson, C. H. Preston, C. C. 
McLaughlin, all of Wichita—Lower picture: F. M. Dermody, 
0. C. Robertson, J. E. Wilson, H. P. Dunaway, all of Wichita. 
At the recent convention of the Kansas State Association of 
Master Plumbers, at Wichita 


struction; July 11 has been allotted to the heating con- 
tractors; while the week beginning August 22 will be 
given over to water heaters, water softeners, etc. These 
three weeks will be held under the supervision of the 
San Antonio Master Plumbers and Heating Contractors 
of which C. M. Zeigle is business manager. 

It is also worth noting that the three weeks are for 
their respective trades alone, being the only three in- 
Stances in the entire course where two or more industries 
have not been combined. This will give these workers 
an excellent opportunity of bringing their message before 
the public, an opportunity which they have been quick 
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PATENTED 
MAY 4, 1926 


IT’S DIFFERENT! 


It’s ‘the LAST WORD” in SWINGING SPOUT 
LAUNDRY-TRAY FAUCETS 

\-inch “Ground Joint” Brass Unions— Heavy pattern 

—special designed clamps, adjustable vertically and 

horizontally. Clamping bolts, brass. Clamps attached 


to the extended body, below swinging spout. 
had with folding spout for 3-part tub. 


Made Right—Priced Right 
WRITE YOUR JOBBER FOR PRICES 


STREET & KENT MFG. COMPANY 
1954-64 Clybourn Ave. Chicago, Il. 




















Models F, G and H—275 to 600 Gallons Capacity. 


Simpler = Surer = 
Easier to Sell 


THE positive displacement vacuum pump in Murdock Auto- 


matic Water Systems has only eight working parts. The bore 


of the pump cylinder is hardened. The rotor and rotor shaft are 
one piece of steel, drop forged. The working face of the head 
plates are also hardened, eliminating end wear. 


Every one of these pumps carries a year’s guarantee to perform 


its work satisfactorily. 


Any good plumber can make more sales—and make them easier— 


representing MURDOCK. Write at once for full information. 


MURDOCK PUMP COMPANY 


INDIANAPOLIS 


Manufacturers of 


AUTOMATIC WATER SYSTEMS : DEEP WELL SYSTEMS 


VACUUM AND RETURN SYSTEMS 
CONDENSATION PUMPS 
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RIVERSIDE 
REFRIGERATOR DRAINS 


Galvanized - - Rust Proof 


3 SIZES 
Tapped 114,” - 114” 











Made by 


Riverside Foundry 
& Galvanizing Co. 


Kalamazoo, Mich. 
















Air-Tight Steel Tank Co. 


PITTSBURGH, PA. 


TANKS FOR: High pressure gas and air storage— Pneumatic 
water systems—Gasoline and oil storage—Oil burning equip- 
men pen top—Welded. ATSCO Genuine Copper Brazed 
tanks for high pressure—the tightest, safest, strongest tank it is 
possible to construct by any known process. A.S.M.E. code tanks. 






























Without the “Duplex” feature, a water feeder 
must be placed so low that the danger line is 
reached before the supply valve opens. The 
“Duplex” feature assures real water line con- 
trol. Ask us to tell you why. / 


Ask for Bulletin D 6. 


MSDONNELL & MILLER 


WRIGLEY BUILDING, CHICAGO 
Eastern Warehouse Stock, Bush Terminal, N.Y. (1) 


























The The Most 
Franklin Efficient 
Grease on the 
Trap Market 














For large residences or hotels, it has no equal in 
efficiency. Economical and easy to clean. Write 
for catalog showing other models. 


R. ESTABROOK’S SONS 


204 FIRST ST., SOUTH BOSTON, MASS. 
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to recognize and take advantage as present plans will soon 
show. 

Co-operating with Mr. Zeigle in this work are R. ¢, 
Thomas, president of the Associated Master Plumbers of 
Texas, and W. G. Higgins, San Antonio branch manager 
of the Standard Sanitary Manufacturing Company 





LOS ANGELES HOLDS “OLD TIMERS” BANQUET 


The Los Angeles Merchant Plumbers Association held 
its third “Old Timers’ Night” dinner at the Master Plumb- 
ers’ Hall on Monday evening, March 28. Not a plate at 
the banquet table was vacant and of the men entitled to 
the designation of being “Old Timers” in the plumbing 
business there were thirty-five present. Every past presi- 
dent of the Los Angeles association was present, including 
some who have been out of the plumbing business for 
years. 

Two of the Old Timers—Frank Parker and Sam Brown 
—had died during the past year. In respect to their mem- 
ory the entire assemblage stood for a few moments in 
silent meditation before sitting down to the table, while 
a bugler sounded taps. 

During the service of the dinner there was music by an 
orchestra, and following the serving Glen Behymer, attor- 
ney for the association, spoke on some of the legal aspects 
of the plumbing business, in particular pointing out under 
what conditions and circumstances a contracting plumber 
might remove materials from a job. Following Mr. 
Behymer a moving picture showing the manufacture of 
brass plumbing supplies was put on by the Mueller Com- 
pany. 

It has been the custom every year for the past three 
for the Los Angeles Master Plumbers Association to hold 
an “Old Timers’ Night’? on the last Monday night in 
March. At this meeting, as many of the old time plumb- 
ers as can get to the meeting come, some ‘of them coming 


| from other cities than Los Angeles. It is considered by, 


these Old Timers an anniversary event that none of them 
likes to miss if he can help it. Always there is a lot of 
reminiscing and telling of old tales of trials and joys in the 
plumbing business of long ago. This last meeting was no 
exception to its predecessors and everybody had a mighty 
good time. 





The San Patricio County Board of Commissioners, J. C. 
Russell, County Judge, San Patricio, Tex., is receiving 
bids for the remodeling of the courthouse. Cost of the 
work is $40,000, and Henry T. Phelps, Hicks building, 
San Antonio, is the architect. 


Obituary 


Leslie W. Smith 
Leslie W. Smith, president and manager of the C. F. 
Smith Plumbing and Heating Company of Trenton, Tenn., 
died in that city on March 20 in his 54th year. The 
plumbing firm of which he was the head was founded 
more than 50 years ago by his father. Leslie Smith as- 
sumed the management several years ago. He is sul- 
vived by his widow. 
Charles Asa Rose 
Charles Asa Rose, senior member of the firm of Rose 
& Winn, plumbing and heating contractors of Oneida, N. 
Y., died at his home, in that city, on March 28, after an 
illness of several weeks. Mr. Rose was born at Hillsdale, 
Mich., and moved to Oneida in 1907. He was a member 
of Oneida Lodge of Elks and of the Moose. He is survived 
by his widow, two sons and one daughter. 
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Women’s eA uxiliaries 


Maine State Auxiliary Has Membership Drive 

The Women’s Auxiliary of the Maine State Association 
of Master Plumbers is making a membership drive and 
hopes for great success. A circular letter, signed by Mrs. 
E. A. Wheeler, president, is being sent out to members of 
the Master Plumbers’ Association, asking for their co- 
operation in securing membership in the auxiliary for 
all women eligible. The letter states that the purpose of 
the auxiliary is to create an apprenticeship fund to assist 
the sons of master plumbers in getting the technical edu- 
cation noW SO necessary in sanitary plumbing. The Maine 
Auxiliary is already planning for a May Party and a sum- 
mer outing. 

Regular Meeting of Denver Auxiliary 

The Ladies’ Auxiliary of Denver, Colo., held its regular 
meeting at the new home of the secretary, Mrs. C. R. 
Cooper, 4435 West Fiftieth avenue, on March 24. The 
meeting was called to order at 2 o’clock, and after the 








Top picture, left to right: Mrs. Charles Zimmerman of Union 

City, N. J., state president of New Jersey State Women’s 

Auxiliary; group at state board meeting of Women’s Auxil- 

iary—Lower picture: state officers at the New Jersey Auxil- 
lary state board meeting 


transaction of business, card games were enjoyed. Re- 

freshments were served by the hostess. The next meet- 

ing will be held at the home of Mrs. Hubbell on April 14. 
Jersey City Auxiliary to Give Spring Dance 

The Ladies Auxiliary of the Master Plumbers’ Associa- 
tion of Jersey City, N. J., announces a spring dance, to be 
held at the Masonic Temple, 835 Bergen avenue, Jersey 
City, on Wednesday evening, April 27. 

Women’s Auxiliary Formed in New Orleans, La. 

A Women’s Auxiliary has been formed at New Orleans, 
La., the organization meeting having been held on March 
5 at the home of Mrs. William C. Maher, 6054 Magazine 
street. E. L. Kimble, business manager of the New Or- 
leans Association of Master Plumbers, assisted the ladies 
in the matter of adopting rules of procedure, as did also 
Mrs. L. H. Faivre. The following officers were selected: 
Mrs. William C. Maher, president: Mrs. J. A. Reynolds, 
vice president; Mrs. S. Antoine, treasurer; Miss Irene 
Brugniens, secretary; and Mrs. Charles W. Ross, Jr., ser- 
geant-at-arms. A previous attempt had been made to or- 
ganize an auxiliary on the 19th of February, but due to 


stormy weather, not a sufficient number were present. 
Those attending the first meeting were Mrs. L. C. deLeon, 
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G Blake ‘‘Blasco’’ Back 
Water Valve for Floor Drains 
Positive action. Any plain drain 
can easily be converted into back 
water in a minute or two with the 
“Blasco.”’ Made in Brass with 
rubber ring inserted at bottom. 
Copper floats are included. 
Blake ‘‘Fits-em-all’’ Test 

Tee Repair 

Covers 


will fit any 
make of test 





tees and are = -* inch 
—3 inc 
K1886—2inch  YeTY Conven- K 500—4 inch 


K 1886—4 inch ient when re- 
K 1886—6 inch pairs are made. 


Blake ‘‘Fits-em-all’’ Cleanout 
Repair Covers 


On the same order as the test tee 
cover with the exception that it 
has extension to adjustable bar to K 1880—2 inch 
fit under shoulder of any make of K 1880—4 inch 
cleanout. Jobbers will supply you. K 1880—6 inch 


BLAKE SPECIALTY CO., Rock Island, Ill. 
Canadian Service: All Crane Co. Branches 

Meet us in booth 15, section A—National Association Master 

Plumbers Forty-fifth Annual Convention, Minneapolis, Minn. 

June 21st to 23rd. We will have a remembrance souvenir for 

you at booth 15. Be sure and call. 


SPECIALTIES 







































PAINE TOGGLE BOLTS 
‘“The Most Practical Toggle’’ 


ITTEELALEETLIT TET TTT 


Veveeneetin 





PAn 


The Toggle with the “Spring Wings”’ 


Save Their Cost in Time and Patience 


ANY STYLE HEAD—ANY LENGTH BOLT—STEEL OR BRASS 
NICKEL PLATED OR GALVANIZED 
SIMPLEST AND QUICKEST 


Samples on request — No Charge 


THE PAINE COMPANY 
2951 Carroll Ave. $3 Chicago, Illinois 


Stocks 33 Warren Street, New York City, New York 
Carried 1 915 Bryant Street, San Francisco, California 
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Mrs. William C. Mrs. J. A. Reynolds and Mrs. 
L. H. Faivre. 
Ohio State President Sends Greetings to Auxiliary Members 
Mrs. D. J. Ahearn, president of the Ladies’ Auxiliary of 
the Ohio State Association of Master Plumbers, is sending 
out greetings to the officers and members of the Ohio 
auxiliary. After thanking the members for the honor con- 
ferred upon her, she asks for the aid of every member, 
and says, “I am trying to work for the best interests of 
the auxiliary and to assist the Master Plumbers’ Associa- 
tion in every way possible. If you will all do the same, 
we can accomplish much. It is possible, by each individual 
member doing her share, to make this year the greatest 
and best in the history of our auxiliary.’’ She points out 
that the past year was one of achievement for the Ohio 
auxiliary, and hopes that the coming year may see even 
greater accomplishment. 


Maher, 


Tampa, Fla., Auxiliary Has Bridge Party 

The Ladies’ Auxiliary, of Tampa, Fla., recently held a 
bridge luncheon at the club home, 107 Francis avenue. 
Decorations were in keeping with the St. Patrick’s Day 
season, and arrangements for luncheon were capably su- 
pervised by Mrs. W. E. McAndrew, retiring president. 
Fifteen tables of guests enjoyed the festivities. An ar- 
tistic boudoir pillow was donated by Mrs. O. E. Kruse, 
new president of the auxiliary. 

Springfield, Mo., Auxiliary Hears Report of Convention 

The regular monthly meeting of the Women’s Auxiliary 
of the Master Plumbers’ Association of Springfield, Mo., 
was held on Monday evening, March 28. An interesting 
report of the recent state convention, held at St. Joseph, 
was given by Mrs. H. J. Schuerer. Springfield was well 
represented at the convention, as Mr. and Mrs. J. J. Law- 
ler, Mr. and Mrs. C. D. Dunlap, Mr. and Mrs. H. J. Schuerer, 
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Mr. and Mrs. C. E. Cook and Miss Gladys Cook attended, 
All members of the auxiliary were particularly interesteq 
in the formation of the new Missouri State Auxiliary, be- 
cause Springfield, being the third auxiliary formed, made 
possible the formation of a state organization. After the 
business meeting, the master plumbers joined the ladies 
and a social hour was spent, and refreshments were served, 
Those present at the meeting were Mr. and Mrs. H. J, 
Schuerer, Mr. and Mrs. G. A. Wood, Mr. and Mrs. C., §, 
Cook, Mr. and Mrs. J. J. Lawler, Mr. and Mrs. J. E. Healy, 
Mr. and Mrs. C. D. Dunlap, Mr. and Mrs. Robert Drussa, 
J. D. Manley and Miss Gladys Cook. 


Business & hanges 


Henry F. Niebuhr of La Crosse, Wis., recently bought 
out the interest of William F. Baker in the Niebuhr-Baker 
Plumbing Co., in that city. The company was first or- 
ganized in 1907 when the two partners purchased the 
business from Albert Fetter who had started it in the year 
1891. 

H. H. Leonard, who has been in the plumbing business 
in Marshfield, Oregon, for a number of years, has closed 
his shop, and is leaving for Alaska where he will develop 
some gold mine properties which he owns. 

Felix Wahrmund has opened up new offices, together 
with a display room, in his own building at 1600 South 
Presa street, San Antonio, Texas. Ed. B. Hudson is now 
connected with Mr. Wahrmund in the capacity of superin- 
tendent of construction. Mr. Hudson served as chief esti- 
mator and construction superintendent for the Braden, 
Hudson & Wangler Company for eleven years and for two 
years was teacher of plumbing at a local Vocational 


School. He is a graduate of the New York Trade School. 








plumbing trade. 


retailer and user. 


you a good profit. 





Fig. 161-A 


There is a steadily growing demand for SWETT 


products. 





Fig. 162-A & 1620-A 
Stand Trap 


Medina. 


SWETT 
Plumbing Specialties 


SWETT Service has become a byword in the 
Our experience in the manufac- 
ture of high grade plumbing products during a 
half century guarantees real satisfaction both to 
Large quantity production 
enables us to price our goods low enough to give 
Swett quality helps you keep 
that profit—service calls won’t cut it down. 





A LSwett Iron Works 





Fig. 228-A 


Cesspool with Bell Trap 
and Hinged Strainer 
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Then order from your jobber. 





Fig. 130-A 


New York. 


Cast Iron Flat Rim 





Screw Ferrules 


Sink 
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This &° That, Here &? There 


M. Moynihan & Son, 1927 N. Union street, St. Louis, 
Mo., has been awarded the plumbing contract on the new 
$300,000 Bremen Bank building at Broadway and Mal- 
linckrodt streets, St. Louis, Mo. 

F. Wahrmund, Presa street, San Antonio, Tex., has been 
awarded the plumbing contract on the Baptist Temple 
in that city. 

W. T. Monroe Plumbing Company, Denton, Tex., has 
been awarded the plumbing and heating contracts on the 
$100,000 city hall and auditorium in that city. 


The Zion’s Cooperative Mercantile Institution, Salt Lake 
City, Utah, has announced that approximately $150,000 











Top picture, from left to right: F. C. Burns, Kewanee Boiler 
Co., Kansas City, Mo.; I. L. Roark, manufacturers’ agent, 
Kansas City, Mo.—Middle picture: C. G. Sites, Martin Metal 
Mfg. Co., Wichita, Kansas; M. J. Canary, Kansas Ciiy, Mo., 
manager of plumbing department of Kohler Co. branch; W. C. 
DeBold, field man of the National Trade Extension Bureau.— 
Lower picture: H. C. Bulkeley, president of American San- 
itary Mfg. Co., Abingdon, Ill.; W. B. Talbott, Baker Mfg. Co., 
Kansas City, Mo.; Wm. J. Hebenstreet, manufacturers’ repre- 
sentative, Kansas City, Mo.—At the recent convention of the 
Kansas State Association of Master Plumbers at Wichita 


will be spent by that concern in a construction program 
during the next few months. Tentative plans include the 
construction of additional warehouse facilities and the 
remodeling of several of the retail departments. 

T. J. Conway Co., plumbing and heating firm of Spring- 
field, Mass., is completing work on a number of contracts, 
among them being, Franciscan School of Theology, 
Granby, Mass.; Our Lady of Perpetual Help school and 
convent, Holyoke, Mass.; Immaculate Conception Church, 
Holyoke, Mass.; court house, Westfield, Mass.; St. Stan- 
islaus parochial school and rectory Chicopee, Mass.; Wash- 
ington school, Springfield, Mass.; Davis Block, Springfield, 
Mass.; Republican Building, Springfield, Mass., and 52 new 
bathrooms in the Hotel Kimball, Springfield, Mass. 
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Fittings represent 


the BEST in red 


brass and superior 


workmanship 


PHOENIX BRASS FOUNDRY 
IRVINGTON, N. J. 
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ECONOMY 


Connected Waste and 
Overflow with Trap 


Some Special Features: 














Deep water seal. 

Roughs in line. 

Will line up straight on any tub. 

No. 20 B & S gauge tubing. 

All cast brass trimmings, 
nickel plated. 


This fixture is reasonable in 
price and you cannot secure 
a better one no matter how 
much more you pay for it 








Manufactured by 


DEARBORN BRASS CO. 


CEDAR RAPIDS 3 IOWA 
Sold to the jobber only 
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"RADE MAR 


wmexeyee 


And 


OF GHING 
PLATES 


Look for the B&C trade mark 


and box 


WRITE {FOR NEW 
1927 CATALOG 


Showing popular new designs, and 
the old “B & C” trade favorites. 


For three generations “B & C” 
plates have been known for their 
quality. Specify “B & C” from 
your wholesaler. Identify them by 
the “B & C” trade mark and label. 


The Beaton & Corbin Mfg. Co. 
Southington a Conn. 











Brock Brothers Inc., master plumbers and heating con- 
tractors of Cambridge, Mass., have sold their store on 
Massachusetts avenue, in that city, and have moved their 
stock to new quarters at 10-13 Brattle street, in the Har- 
vard Square section of Cambridge. 

Plans for eight two-story brick dwellings at the north- 
east corner of Kossuth and St. Joseph streets, Baltimore, 
Md., have been filed with the Bureau of Buildings by 
Sidney R. Gehlert. 


Plans for the erection of a gasoline filling station at 
the northeast corner of Charles street and North avenue, 
Baltimore, Md., have been filed with the Bureau of 
Buildings by Sherwood Brothers, Inc. Henry Powell 
Hopkins is the architect, and the estimated cost is $30,000. 

A group of 34 two-story brick dwellings at an estimated 
cost of $75,000, will be erected in the 800 block of 
North Whitmore avenue, Baltimore, Md., by Harry M. 
Nichols. 

The Noerenberg-Marion Co., Milwaukee, Wis., has been 
awarded the heating contract, and W. H. Egan, Milwau- 
kee, has been awarded the plumbing contract on the addi- 
tional story to be erected on the building of the Fried- 
Ostermann Co., 623 Reed street, Milwaukee. 


The committee on public buildings and grounds of the 
Milwaukee, Wis., county board has taken under advise- 
ment whether the county shall build a central heating 
and power plant for the proposed new courthouse or 
j whether it shall buy its heat and power from the Electric 
Co., of Milwaukee, which will furnish it for $80,936 a 
year. Engineers for the county reported that a plant 
could be built in the new courthouse for about $149,000 
and could be operated several thousand dollars cheaper 
than the figure of the Electric company. 

The home construction program for Milwaukee during 
1927 will amount to about $9,000,000 to be expended on 
1,500 buildings the annual survey of the Milwaukee Real 
Estate board shows. This is better than in 1926, accord- 
ing to the realtors, and the homes this year will be built 
on a quality basis instead of a quantity one as last year. 
About 90 per cent of the program includes single family 
homes, two per cent are duplexes, and the balance are 
other types of structures and apartments. 


Frank C. Anspach, Portland, Oregon, is working on 
three residence plumbing contracts on Gantebein avenue. 
, J. H. Bowlin, Mollala, Oregon, will build a two-story 
concrete and hollow tile business structure 50x70 ft., to 
be used as a furniture store. Berkemier & Saramel have 
the general contract. 

Rushlight, Hastorf & Lord, Portland, Oregon, are work- 
ing on the plumbing in a 54-suite apartment house for 
the Sax Investment Company. The plumbing permit on 
this was $14,000. 

Cc. J. Kelly is installing plumbing in two residences in 
Portland, Oregon, at 2081-87 Delano street. 

J. F. Shea Plumbing Company, Portland, Oregon, has 
started installation on six residence contracts the past 
week, two for John Finer and the others for Matot Con- 
struction Company. 

W. T. Finnigan Company, Portland, Oregon, is installing 
the plumbing system in the new City Dye Works plant. 

L. M. Myers, Portland, Oregon, has the contract for 
plumbing in a duplex house for Seth Hall at 589 Mc- 
Laughlin street. 

Architects Diboll & Owens, New Orleans, La., are work- 
ing on plans for a $1,000,000 building to house the Young 


Men’s Gymnastic Club of New Orleans. The plans call 
for a six-story building, one whole floor of which will be 
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devoted to women for whose use a swimming pool, gym- 
nasium and tennis court will be constructed. 


An addition to the Hotel Nelson at Pass Christian, 
Miss., to cost between $40,000 and $50,000, containing 
approximately fifty rooms, is to be constructed in the 
near future, according to Charles Nelson, owner of the 
hotel. 

A two-story reinforced concrete brick and stone trim 
high school building is to be erected at Starkville, Miss., 
at a cost of approximately $125,000. Claude H. Lindsley, 
architect of Jackson, Miss., has prepared the plans and 
specifications. 

Yundt & McKenna Plumbing Company, Corvallis, Ore- 
gon, has received the contract to install automatic oil 
burning equipment in the new apartment at Oregon City 
which is being built by J. C. Meyers, Inc., of Portland. 
The contract amounts to $12,700. 

A two-story and basement apartment will be built at 
La Grande, Oregon, by S. E. Henderson, Inc., Western 
Bond & Mortgage building, Portland, at a cost of $65,000. 
This will be a replica of other buildings now being erected 
by this company at Salem, Oregon, and at Kelso, Washing- 
ton. There will be 18 two- and three-room suites. 

The water bureau of Eugene, Oregon, has purchased 
two pieces of property upon which will be erected two 
substations for the distribution center of the electrical 
department. The improvements will cost $50,000. 

Portland Pipe Shop is installing plumbing in a duplex 
house at 761 Multnomah street, Portland, Oregon. 














Top picture, left to right: Mr. and Mrs. C. R. Saberton, 
Evansville, Ind.; G. H. Quinn, Heggie-Simplex Boiler Co.; 
H. E. Heyder, Conemaugh Iron Works.—Lower picture: John 
Wurz, and D. R. Ramsey, of Indianapolis; Edw. Kanney, La- 
Porte; J. A. Gallivan, Muncie—At the recent convention of 
the Indiana Society of Sanitary Engineers, at Indianapolis. 


E. Stone, Portland, Oregon, is installing plumbing in 
houses at 704-710 East Forty-third street, North. 

The grand circle of the Neighbors of Woodcraft, Port- 
land, Oregon, will erect a new lodge home to cost between 
$250,000 and $300,000, at the northwest corner of Four- 
teenth and Morrison streets. It will be a six-story struc- 
ture with an auditorium large enough to seat the entire 
membership at one time. 

A. C. Carlson, 1247 Williams avenue, Portland, Ore- 
gon, has taken out a permit to build a $65,000 apartment 
house. 

Albina Plumbing Company, Portland, Oregon, is instal- 
ling plumbing in a duplex apartment at 1233 Weidler 


street; in a residence at 86 West Dekum, and in another 
at 577 East Thirty-second street, North. 
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Stop pipe thread leaks 
with SmoorTn-ON No. 1 in a 


SMOOTH-ON CLAMP 


Sizes for 1-in. to 12-in. pipe. 






UICK, easy, cheap 

Holds for the life: of 
the line—any pressure, any 
temperature, iron, brass, or 
copper pipe. Get Smooth-On Clamps and Smooth-On 
No. 1 from nearest supply house or from us. 


Write for the free Smooth-On Handbook. 


SMOOTH-ON MFG. CO. 
Dept.12, 574 Communipaw Ave., Jersey City, N. J. 











CURTIS 


PIPE CUTTING AND 
THREADING 
MACHINES 

give Economy—Speed—Reliability 


Cut shows one of our 
No.442 Direct-connected 
Electrics which has a 
range from |—4 inches. 
This model and our 2 
and 3 inch models are 
readily PORTABLE. 

There is a CURTIS for your work. Hand- 
Belt-Electric Models to 16 in. 
THE CURTIS & CURTIS COMPANY 
318 Garden St., Bridgeport, Conn. 
Most Threads per Dollar Invested 

















Stark 


The name that means 
the Portable Electric 


Basement Drainer 
of finest brass parts. 


Write us for details 


Stark Pump Company 
17128 Mt. Elliott Ave., Detroit, Mich. 
Chicago: 642 Washington Blvd. 

New York: 242 Lafayette Ave. 
Philadelphia: Bourse Bldg. 
Canada: 25 River St., Toronto, Ont. 























USE A 


CROWN 
POST VISE 


; (Patented) 
And Save Time on the Job 


It has no lag screws. 

It has no hooks to break. 
It has no bolts to fasten. 
It is an ever handy tool. 





It does away with a bench. 

It wraps around any post. 

It has a hole in center to 
keep it solid. 


Order one today through your local jobber 
CROWN DIE & TOOL CO. 
2636 North Keeler Ave., CHICAGO 
CROWN PIPE DIES CUT PERFECT PIPE THREADS 
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PABST NIPPLES 


ite 























You cannot make a more important addition 
to your equipment stock than a carton of Pabst 
Assorted Nipples. Have a box always on hand 
and when you take it out to the job you'll 
know you’ve got every size nipple you’ll need 
right on the spot. These good, clean, full cut, 
threaded fittings will start quick and make up 
tight the first time. Order them 
from your jobber. 


FRED PABST CO., Mfrs. 
917 Juneau Ave. Milwaukee, Wis. 
The Same Old Name Since 1844 
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Down Spout 
Heads 


Here is the downspout head you have been 
wishing and waiting for. You do not have 


to make complicated, time wasting joints to 
install the Wade. Nothing is required but 
to slip it on the downspout. It isn’t even 
necessary to make an expansion joint. In 
the event of expansion or contraction ample 
play is allowed for the pipe through the slip 
joint connection. The beehive grate is re- 
movable so that cleaning is simple and easy. 
We will send you our complete catalog 
immediately upon your request. 





Wade Iron Sanitary Mfg. Co. 
551-53 Fulton St., Chicago, II. 











April 9, 1927 


Richmond Plumbing Company, Portland, Oregon, is in- 
stalling plumbing in new residences for H. Phillips at 
705-709 East Twenty-thire street, North, and in a 4-suite 
apartment at 801 East Taylor street. 

The Swedish Lutheran church, Portland, Oregon, 
soon start a construction program on a site at East 
Seventh and Knott streets. There will eventually be two 
units to cost a total of $125,000. The first one which 
will be started this spring will cost probably $70,000. 


will 


| E. Kroner is architect. 

















A two-story and basement brick business block will be 
built in Portland, Oregon, by N. B. Lesher, who has com- 
missioned Elmer E. Feig as architect. An oil burning 
heating system will be installed in the structure. 

N. W. Overstreet, architect of Jackson, Miss., has drawn 
the plans for a six-story, 110-room hotel at Hattiesburg, 
Miss. The proposed structure is to be 77 by 165 ft., with 
entrances on two streets. A banquet room and conven- 
tion hall is provided for in the plans, and stores will 
occupy the ground floor space. 


Sam Stone, Jr. & Co., architects, in the Masonic build- 
ing, New Orleans, La., have placed plans and specifica- 
tions on the market for the construction of a two-story 
reinforced concrete, steel and brick addition of the Prot- 
estant Episcopal Children’s Orphanage at 609 Jackson 
avenue, New Orleans. 


Plans and specifications have been prepared for the 
construction of a single story, 75 by 96 feet building for 
the city of New Orleans, according to an announcement 
by A. S. Montz, city architect. 

Bids will be called for about the middle of April for 
the construction of a 2-story, hollow tile and stucco school 
and convent building in Metairie Ridge, a suburb of New 
Orleans, La. Theo. L. Perrier, architect in the Canal- 
Commercial Bank, is preparing the plans and specifica- 
tions. 

J. W. Billingsley, consulting engineer, Interstate Bank 
building, New Orleans, has announced that plans and 


specifications for the construction of an industrial plant 
and warehouse for the Flintkote Co., will be placed on the 
market in the very near future. The building is to be 
located on the Industrial Canal at New Orleans, and will 
be 30 by 480 ft., of reinforced concrete, structural steel 
and brick, part of which will be two stories in height, 
and the rest one story. Separate bids will be received 
for plumbing and heating. 


Architect L. A. Grosz, Baton Rouge, La., is preparing 
plans and specifications for the construction of a 75 by 
150 ft., 2-story reinforced concrete, brick and cement trim 
elementary and high school building in Baton Rouge for 
the East Baton Rouge parish police jury. Bids will be 
invited about April 15 for the building, which will have 
12 class rooms and an auditorium to seat 600 persons. 


J. L. Gould, superintendent of the New Orleans & Great 
Northern railroad, at Bogalusa, La., has prepared plans 
and specifications for a 2-story brick passenger station 
and 1-story brick freight depot with a concrete platform 
at Jackson, Miss. 


Plans are being prepared covering the $175,000, 6-story, 
concrete apartments at Octavia and Bush streets, San 
Francisco, to be built for W. L. Penziner, 58 Sutter street. 

Architect R. C. Sisson, 468 
Calif., is preparing plans for a $160,000, 7-story, 
frame apartment house on Vallejo street, near Franklin, 


San Francisco, 


Crescent street, Oakland, 
steel 


Figures may be submitted during the latter part of 
April covering the $250,000, 15-story, Class A apartment 
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puilding to be located on Turk street, west of Jones, San 
Francisco. E. H. Denke, 1315 Hyde street, is the architect. 

Preliminary plans are being prepared by Architect C. 
A. Meusdorffer, Humboldt Bank building, San Francisco, 
for a $400,000, 12-story, class A, reinforced concrete 
apartment building on Vallejo street. 

O’Mara & Stewart, 218 Clara street, San Francisco, 
have secured the plumbing contract in connection with the 
$50,000 residence to be erected at Lyon street and Broad- 
way. 

John Mayer has the contract for the construction of an 
$80,000 residence for F. G. Adamson in San Rafael 
Heights, Pasadena, Calif. The residence will contain 25 
rooms and five tiled baths. 

Board of Education, San Francisco, contemplates a 
school building program to extend over a period of ten 
years, expending annually during this period between two 
and three million dollars. 

Plans have been completed covering the erection of a 
$1,600,000 theater in San Francisco, on the block bounded 
by Market, Hayes, Larkin and Polk streets. The struc- 
ture will have a seating capacity of 5,200. H. A. Minton, 
Bank of Italy building, is the architect. 

Wenzel Brothers, Appleton, Wis., were the low bidders 
on the plumbing for the Little Flower church to be 
erected by St. Theresa’s congregation at Morrison, Wis. 
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Top picture, left to right: R. C. Harris, secretary, Wichita 

Master Plumbers’ Association; J. S. Merriman, Oakley, Kan- 

sas; J. M. Simmons, Wichita, Kansas.—Lower picture: A. E. 

Olson, Carl Graeber, A. T. Olson, all of Lawrence.—At the 

recent convention of the Kansas State Association of Master 
Plumbers 


The Downey Heating Co., Milwaukee, Wis., was low 
bidder on heating and ventilating with a bid of $14,287, 
and the Kissel Brothers, Hartford, Wis., were low bidders 
on plumbing for the auditorium to be erected at the 
East Side High school at Green Bay, Wis. 

Mueller Brothers, Oshkosh, Wis., have been awarded 
the plumbing contract for a $20,000 residence which is 
to be built in that city. 

Olson & Murphy, Sheboygan, Wis., have been awarded 
the plumbing contract for alterations and a $20,000 addi- 
tion to a residence in Sheboygan. 

The Zuehlke-Stoehr Heating Co., Milwaukee, Wis., has 
been awarded the contract to install steam heating in a 
building at Fiftieth and Vliet streets; in a building at 
Keefe and Booth streets, and in a building at 1430 Fond 
du Lac avenue, Milwaukee. 


DOMESTIC ENGINEERING 





105 







New plant of the Economy 
Pumping Machinery Co, 


Built 


1” VS Automatic Elec- 


tric Cellar Drainer 


the 
Savings 
of plant owners it has served 


CONOMY engineers, in daily touch with 

water handling problems of many kinds, have 
effected actual dollars and cents savings to hun- 
dreds of plant and building owners. This fact, 
together with sound engineering principles and 
practical co-operation in building and industrial 
fields, has brought about a constant expansion 
of Economy facilities. 
Co-operation, especially, between plant designers 
and Economy engineers, has been mainly respon- 
sible for the successful installations that have built 
this business. One man knows his problem from 
intimate contact; the other from broad knowledge 
of performance and current practice. 
For a thorough analysié of your water handling 
problem, let an Economy man work with you. 


ANNOUNCING A NEW ECONOMY PRODUCT 
1” VS Automatic Electric Cellar Drainer 
After years of experience in small sump pum» construction and 
special application to a particular problem, Economy designers 
now introduce this sturdy junior member of a line of larger 
pumps. It fills a real demand for a small electri@cellar drainer at 
a price made possible only by careful experimentation in engi- 
neering and production departments 
Outstanding Features 

1. Capacity 20 G.P.M. 15 feet. 
2. Will fit into bell of ordinary sewer tile. 
3. 4% H. P. heavy duty repulsion-induction motor of regular 

vertical design. [Not a horizontal motor stood on end.! 
4. Two pole float switch mounted high above damp and dirt 
5 
6 
7 











on c. 1. bracket. 
. Renewable bronze bearings 
. Motor mounted on mechanical pedestal « 
cover plate 
. Snug-fitting cover as contrasted with unsanitary open sump 
Ask for Bulletin No. 407 describing this type of pump in detail. Write us. 


Economy Pumping Machinery Company 
3431 West 48th Place, Chicago 


t integrally with 


Representatives in Principal Cities—Telephone & address under Economy Pumping Machinery Co. 
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SCOTT 


A COMPLETE LINE OF 
BRONZE ~~ IRON-BODY 


VALVES 
- built 
lon 
life 


SCOTT VALVE MFG. CO. 


perro:r 


*mMaXIMUM SERVICE PER "Dowwar’ 














Pipe + Acid = Junk 


The minute that an ordinary drain line commences 
to carry acid waste it starts on its way to the junk 
pile. 

A Duriron line, installed exactly the same as cast 
iron soil pipe, is entirely unaffected by acids. 
Better profit for the Plumber, and a saving for the 
owner, makes Duriron acid-proof drain pipe the 
logical choice. 


Duriron is produced 


me DURIRON conan 




















THE PETERS 
ALL-IN-ONE 


Electric automatic 
water system is an 
up-to-the - minute 
system. Equipped 
with a shallow-well 
pump for general 
water service or a 
train water system. 
It’s absolutely 
automatic. 








Write for details 





PETERS PUMP CO. 


Peters Automatic 
KEWANEE ~ :: ILL. Electric Water System 















































§ Will Not Warp | 


The Knott Atlas Toilet Seat 
will not warp or come apart. 
It is held together by spiral 
dowels of hickory. The 
straight grain construction 
does away with butted ends, 
gives the seat uniform finish 
and adds to their graceful 
appearance. 






Write for full particulars Seat No. 5, 
Hinge No. 75 


KNOTT MFG. CO., TELL CITY, IND. 


























Clem R. Storm, Milwaukee, Wis., has been awarded the 


hot water heating contract on a building at 1030 Greenficid 
avenue, Milwaukee. 

The Downey Heating Co., Milwaukee, Wis., has been 
awarded the contract for the installation of a vacuum heat- 
ing system for the Colonial Amusement Co., at Fifteenth 
and Vliet streets, Milwaukee. The contract amounts to 


$19,000. 


The E. P. Knoll Heating Co., Milwaukee, Wis., has 
been awarded the contract to install hot water heating in 
a building at Thirty-seventh street and Wisconsin avenue, 
Milwaukee; and also the contract to install a vapor heating 
system in a building at 671 Cass street, Milwaukee. 

William Esser, Milwaukee, Wis., has been awarded the 


plumbing contract, and the Pflugradt Heating Co., Mil- 
waukee, has been awarded the heating contract on a 
$40,000 apartment building which is to be erected at 
Shorewood. 

William Faust & Co., Milwaukee, were low bidders on 
plumbing and sewerage work, and C. J. Fox & Son were 
low bidders on heating and ventilating for the addition to 


| the Washington school at West Allis, Wis. 


The Zuehlke-Stoehr Heating Co., Milwaukee, Wis., was 
low bidder for plumbing and sewerage, and the Rice 
Brothers, Milwaukee, were low bidders on heating, with a 
bid of $19,479, for the Longfellow school at West Allis, 
Wis. 

W. H. Egan, Milwaukee, Wis., has been awarded the 
plumbing contract on a $20,000 apartment and store 
building at Shorewood, Wis. 

Paul Kurth, Milwaukee, Wis., has been awarded the 
plumbing contract, and Henry Brenner, Milwaukee, has 
been awarded the heating contract on a large new apart- 
ment building at Shorewood, Wis. 


The J. L. Batiste & Son Co., Milwaukee, Wis., has been 
awarded the heating contract on a new $35,000 residence 
to be erected on Terrace avenue, Milwaukee. 

Plans for a four-story apartment house on the east side 
of Charles street, between Thirty-second and Thirty-third 
streets, in the Homewood section of Baltimore, Md., have 
been announced by the Marvern Apartment Corporation. 
A lot has been purchased by the corporation through the 
Peyton B. Strobel Co., with a frontage of 52 ft. and a 
depth of 152 ft., valued at $20,000. The apartment house 
is to contain 16 suites and will be built at an estimated 
cost of $175,000. 


Plans have been completed for an apartment house on 
the northeast side of University Parkway, near Fortieth 
street, opposite Tudor Hall Apartments, Baltimore, Md. 
Bids for the work, which will cost about $150,000, have 
been asked by the Rugby Hall Apartments. Plans of the 
architect, Frederic A. Fletcher, call for a three-and-a-half- 
story building of Tudor design, containing 12 suites and 
six bachelor units. It will have a frontage of 60 ft., with 
a depth of 86 ft. 

With a bid of $21,454 the Fargo Plumbing & Heating 
Co., Fargo, N. D., has been awarded the plumbing and 
steam heating contracts on the North and South addition 
to the Agassiz school in that city. 


Bids will soon be taken on the general construction, 
together with plumbing and steam heating, on a two- 
story grade school at Huron, S. D., to cost $125,000 
F. C. W. Kuehn, City National Bank building, Huron, is 
the architect. 

Plans for the following groups of two-story brick dwell- 
ings have been filed with the Bureau of Buildings, Balti 
more, Md.: Thirteen, by Westphal & Schoenhals, builder:., 
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in the 5100 block Chalgrove avenue, at an estimated cost 
of $40,000; twelve, by George L. Anderson, on the south 
side of Potomac street, east of Second street, Brooklyn, 
Md., at an estimated cost of $30,000; ten, by W. Hampton 
Linthicum, on the east side of Marydel road, south of 
Frederick road, at an estimated cost of $35,000; thirty- 
one, by George W. Schoenhals, builder, in the 3800 block 
of Beech avenue, at an estimated cost of $75,000, and 
ten, by George W. Schoenhals, in the 3100 block of North 
Monroe street, at a cost of $25,000. 

A three-story double brownstone house at the south- 
east corner of Monument and Eutaw streets, Baltimore, 
Md., with the adjoining three-story building at 319 West 
Monument street and the property at 647-649 North 
Eutaw street, will be modernized and held for the new 
home of the Young Men’s and Young Women’s Hebrew 
Association. The buildings were recently purchased by 
Aaron Straus, real estate investor. Plans for the Young 
Men’s and Young Women’s Hebrew Association building 
are being prepared by Joseph Evans Sperry, architect, and 
are nearing completion. 


Bids are being received for the construction of a paro- 
chial school at Somerset street and Broadway, Bangor, 


Me., for the St. John’s Parish. O’Connell & Shaw, 134 
Newbury street, Boston, Mass., are the architects. 














R. Edw. Moore, Excelso Products Corp.; T. R. Mackin, Chi- 

cago, International Heater Co.; F. E. Daly, Daly Plumbing 

Co., East Chicago; E. T. Orth, Indianapolis.—At the recent 

convention of the Indiana Society of Sanitary Engineers, at 
Indianapolis. 


Haydn Long, McIntyre building, Salt Lake City, Utah, 
has been awarded the plumbing and heating contracts on 
the Bowers Building Co. apartment. The work will amount 
to $12,000. i 

Hugh C. Lewis, superintendent-of buildings and grounds 
of the Salt Lake City, Utah, school department, has an- 
nounced that construction of a $75,000 addition to the 
Uinta school will commence in April. The school board of 
the Jordan district has authorized construction of a new 
junior high school at Midvale and Sandy, Utah, at a cost 
of $85,000 each. 

Blaesi Brothers, Inc., of 1235 Clifford avenue, Roches- 
ter, N. Y., have been awarded the plumbing and heating 
contracts on thirty new houses being built in and around 
Rochester. The contracts total over $22,000. 

Buerkel & Co. of Union Park street, Boston, who re- 
cently obtained the contract for the plumbing for a part 
of the big Dundee street development in Boston, where a 
‘whole street of houses is being reconstructed into apart- 

-‘ments, have been awarded the plumbing contract for the 24 
tbuildings on the other side of the street, in which new 
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THEY’RE MAKING A BIG HIT 


The new improved 


“ALWAYS RELIABLE” 


Gasoline Furnaces 























No. 20 pump furnace. Covered by patents. 
lew patents pending. 


No. 19—with bulb and 614” regular shield. 
No. 20—with pump and 614” regular shield. 
No. 21—with pump and combination shield. 
No. 22—with pump and 914” shield. 

Ask for circular describing the improvements. Your men 


should use them to get the most satisfactory results. Most 
jobbers stock this line. Others will gladly order. 


OTTO BERNZ CO. INC., Newark, N. J. 
Stocks in Newark. N. J., New York City, Chicago and San Francisco 


Offices in Newark, N. J., New York City, Chicago, Fort Worth. Denver, Helena, Mont., 
San Francisco, Los Angeles, Seattle and St. Thomas, Ont. 


M PIPE FITTINGS 
IRON BODY GATE VALVES 


Screwed 

























Sizes 
2” to 12” 
Inclusive 









Manufactured by 
ILLINOIS MALLEABLE IRON CO. 
CHICAGO, ILL. 

GENERAL OFFICES: 1801 DIVERSEY PARKWAY 
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fixtures are to be installed. The new contract totals 
$30,504. 


Work on the new Masonic Temple, under construction 

| at Quincy, Mass., on Hancock street, near City Square, 
is now well under way by the contractors, the C. A. Batson 

| Co. of Brockton. The plumbing contract for the temple 

| has been awarded to Pierce & Cox of Kingston street, 
Boston, and the heating and ventilating contract to T. A. 
Ridder & Co., also of Boston. 


Plans have been completed for the addition of four more 
stories to the home office building of the John Hancock 
Mutual Life Insurance Co., at Clerendon and Stuart streets 
and St. James avenue, Boston. When the building was 
erected in 1922, provision was made in the foundation and 
steel structure for increasing the height by adding new 
floors from time to time as the business demanded. The 
completion of the addition, which will give the building 
eight stories above the two basements, represents only 
the immediate development as, ultimately, the building 
will be carried to the full building height of 155 ft. above 
the street. 














Taxpayers of Watertown, Mass., have voted to appro- 
priate the sum of $110,000 to build an eight-room addi- 
tion to the Western Junior High School in that town, 
| which will increase the number of rooms to twenty-two. 












Fpsteé BS pproved The foundations are being placed for a distributing sta- 
tion which is being built by Harry C. Pape at 219 Vassar 
street, Cambridge, Mass. The Scully Co. of 2388 Main 
street, Cambridge, is the contractor. The heating system 
will be installed by Frank E. Cassidy of 197 Sidney street, 
Cambridge, and the plumbing by Joseph Larkin of Brook- 
line, Mass. 

Boston capitalists have just purchased the Hodgkinson 
Farm, located on Palmer street, in the Germantown sec- 

Dealers handling the Kitchen Katch-All are | tion of Quincy, Mass., which they propose to develop. The 
reaping a big harvest of profitable sales, because | tract comprises eighteen acres. According to the plans, 
every women who sees this sanitary garbage : ; cae 
container wants to have one in her kitchen four new streets will be laid out and provision made for 

“a b . } : the construction of 110 houses. 

The Kitchen Katch-All is made of polished 5 : 
aluminum, and consists of outer receptacle, Batty & Gallagher of 13 Temple street, Quincy, Mass., 
strainer, and odor-tight cover. It swings out of | are the architects for a new theater building that is to be 
the way under the sink on a hinged tinned steel erected at Jackson Square, East Weymouth, for Arthur L. 


<et clampe he drain pipe. ; 
bracket clamped to the ee McGrory of 15 Central avenue, Weymouth, Mass. It will 
be a frame structure of one story, 57 by 140 feet. The 
heating, plumbing and electric work will be included in 




















Gvod Hou: sckeeping 
S, * Institute © 
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It Appeals Instantly 
to Women 


























It is the ideal sanitary, odorless receptacle for 
all food refuse, and keeps the sink free from 








stains | 
the general contract. 
Many plumbers, when called to do a repair | : , - ‘eeu 
job, take a Kitchen Katch-All with them, and Plans for the $200,000, 7-story, Class C apartment 
make many profitable sales as a result. Send $2 building at Broadway and Laguna streets, San Francisco, 
for a sample Kitchen Katch-All today. | have been revised, which will necessitate submission of 
new bids. Hyman & Appleton, Foxcroft building, are the 
Approved and endorsed by Good | architects. 


Housekeeping Institute, and by the 
Priscilla Proving Plant, the highest 
authorities on housekeeping 





THE OHIO METAL UTENSIL COMPANY 


GREENWICH, OHIO 








KITCHEN KATCH-ALL 


The Sanitary Under-the-Sink Strainer 


(Trade Mark Registered) Patent Pending 








Display of J. W. Shkolnick, Centerville, Iowa, at the recent 
Builders and Home Furnishers Show held in that city 
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| SANITARY MFG. CO. 
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le High Grade Plumbers 

: Ware—Two-Fired 

t. Vitreous China 
4 CLIPPINGS Piste 100-5 Lavatory on 

. ‘ x - ?edestal. Two sizes— 

We've been gathering some choice ones for telling at the 24x20 inches and 26x22 

banquet table. The man who expects to be called upon for Plate 126-E “The Tran- 

re the first—or last—speech of his career should cut out this 7 ae Syphon 
‘k issue of Pipe Lines. By slipping it alongside of the crockery, tikatinn, fauadtine. 
ts or masking it with the napkin, the speaker can assume an ee ae — 

i attitude of deep study, staring the while at the tablecloth as in at 12 inches: Plate 
As if to find inspiration, actually reading over the column and spied | vrs 
d ' getting one of these good stories well in mind. Reference — Domestic 

Engineering Catalog 
W Directory. 
e ADDRESS THIS ONE TO THE MARRIED LADIES 
& A man went to his doctor and requested treatment for his 
y ankle. After a careful examination the doctor inquired: Satisfactory Installations With 
g “How long have you been going about like this?” 
“Two weeks. OVERTON ROOF FLASHINGS 
“Why, man, your ankle is broken. How you managed to 
get around is a marvel. Why didn’t you come to me at first?” 
2 “Well, doctor, every time I say anything is wrong with me, ; ' 
7 my wife declares that I'll have to stop smoking.” The customer is satisfied 
rSCO SPIGOT. 
ee ere because OVERTON flash- 
cae ings are serviceable. They 
- Here lies a young salesman named Phipps, are positively air and water 
r Who married on one of his trips tight. Endorsed by plumb- 
) A widow named Block, ing inspectors everywhere. 
Then died of the shock 
When he saw there were six little chips. BUTLER MFG. CO 
ALL IN THE POINT OF VIEW Minneapolis ‘ - Minnesota 
’ “How long you in jail fo’, Mose?” 
; “Two weeks.” 
“What am de cha’ge?” 


, “No cha’ge, eve’ything am free.” 

“Ah mean, what has you did?” 

“Done shot mah wife.” 

“You mean you all killed yo’ wife an’ only in jail fo’ two 
weeks?” 

“Dat’s all—den I gits hung.” 





BLUMBING 
SPECIALTIES 











“SY” SEZ 
A certain subject was suspected of being half-witted, and 
the M. D. was putting him through a mental test. 
Doctor: “Now, if you were passing a house where the cur- 


This closet flange comes in either the 
screw on or slip on type. Like all Wash- 
ington products you will find it of the 
highest quality. 


It will pay you well to become thoroughly 





tains were lowered, and you saw a man whom you knew to be Fig. 31 acquainted with our complete line. 
a doctor go in hurriedly, and a little while later a preacher Slotted C 1 Closet aT eee ee 
entered, and a few minutes afterward an undertaker drove up lange ee ee Te 
reir door, what would you surmise had happened in that Order through your jobber 

ouse?” 

The boy grinned sheepishly, scraped his left foot against The Washington Metal Products Co. 
his right shin, and replied: “Well, sir, I’d think they had a Washington C. H. ‘a Ohio 











still there.” 
“The boy is perfectly sane!” snapped the doctor. 








It always makes me laugh, 
So wonderful a treat, 
To see an athlete run a mile : 


And only move two feet. ame 
“ay > Sasa SS 
SY” MARTIN, Owensboro, Ky. ' 








GOOD MORNING, JUDGE 

The highway officer had hauled in a car full of young men 
for speeding. The judge questioned the first three as to how 
fast they were going: 

First Young Man: Not over ten miles an hour, your honor. 

Second ditto: We were slowing up for a crossing, your 
honor. 

Third ditto: We were practically at a standstill. 

The judge looked over the other three young men and said E. M. Dart Mfg. Co. 
to the last one of them, “I suppose if I asked you how fast | [aay Providence, Rhode Island 

, ° The Fairbanks Company, Sales 
you were going, I’d have you backing up into somebody.” f Agents. Canadian Fac- 


tory: Dart Union 
Amited, Toronto 4 
* ‘ 


2—Bronze Seats—2 








The high-jumper has one envy—of the cow in the nursery 
jingle. is YF. 
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Mr. Plumber 


Your tools are 
your best 
friends; 
pick dependable 
ones. 






















If your jobber doesn’t 
carry Plomb Tools, 
write us. 


PLOMB TOOL CO. 


LOS ANGELES, CALIF. 
2209 Santa Fe Ave. 


CHICAGO, 
627 W. Washington 
Boulevard 
NEW YORK, 
207 E. 43rd Street 
Complete Stock at 
All Points 
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“4000 
VéiveT SUS 
. Tank BULB 


PROVEN FOR THIRTY YEARS 


f 


¢ 
BETTER THAN ANY OTHER 


Satisfy Customers 
Insure Profit on Every Job 
Cut Time Cost on Contracts 

No “Comebacks” 


USE “GOOD” GOODS EXCLUSIVELY 


They Place You and Your Work in a Class by Itself 
ORDER TODAY! 


NEW YORK 
SAN FRANCISCO 
NIAGARA FALLS 


GOOD MFG. C:: 


The Best Workman’s Value is Only Equal to the Material He Uses — Use “Good” 
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Cedar Falls, lowa, Master Uses 
Epigrams 


H. J. Ehrig Finds Way to Make People Stop and Look at 
His Show Windows 





Cedar Falls, Iowa, shows us this week how he uses 
the epigrams which are published in this column. 
| Mr. Ehrig has been using the little sentences regularly 
for some time, and is very much pleased with the way 
they make people stop and look in his window. That is 
why he sent in the picture. He wants you to know that 
you are passing up a wonderful drawing card if you do 
not use the epigrams. 


O* progressive master plumber, H. J. Ehrig. of 





We would like to publish pictures of all of the show 
windows using the epigrams. If you are using them send 
| us a picture of your display. If you are not using them 
now, you will find that today is a good time to start. 
Then send us a picture of your window after you have 
given the epigrams a trial. We are giving you a list for 


| the following week: 





| HJ. EHRic 3 
aE PLUMBING © TIN-Shop 


| 7 
| ee 


zt 
23 





The hen that sits on a china egg is better off. 
. * 5 


One of the nice features of ice cream is that it is 


| boneless. 


- * . 


An optimist is a man who advertises for a stolen over- 


coat. 
* * * 


No, chickens are not raised in hatchways. 
* * * 


The cliff dwellers weren’t the only bluffers. 
* * o* 


We know a tailor’s daughter, who is a great cut-up. 





E. M. Curd of Childress, Tex., has been awarded the 
plumbing on the city hall in that city. 

L. J. Mason and associates of McAllen, Tex., are con- 
sidering plans for the construction of a theater building 
in Edinburgh to cost $90,000. 

A. F. Hasselmier of Harlingen, Tex., is planning. the 
construction of 18 frame dwellings, each with four rooms 
and bath, at a total cost of $100,000. 

H. G. Persons of Amarillo, Tex., has been awarded the 
contract for the vacuum steam heating system and plumb- 


| ing work in the Polk street Methodist Church now under 


construction in that city. 

Kinnison Brothers of Dallas, Tex., have been awarded 
the heating contract, and Levy Plumbing Company also 
of Dallas, Tex., has been awarded the plumbing contract 


on the $100,000 J. F. Peeler elementary school at Dallas 
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Bath a Day Movement 


There has been a marked interest shown in the Bath a Day 
Movement throughout the industry thus far this year. It followed 
closely upon the introduction of the 

163 up in many cities and talks have been 
made’ before these clubs, based on the 


idea that the subject might very well 
be brought to the attention of the 
data contained in “The Story of the Bath.” 


Kiwanis, Rotary, Lions and other 
service clubs. The idea has been taken 


the leading element of the business and professional 

life of a community. Get an idea over to them and 
you may be sure that it will percolate throughout the com- 
munity. For they are the men who are constantly in 
search of ideas for their own businesses. They recognize 
a good thing when they see it, and their public-spiritedness 
makes them willing to help such a movement as the Bath a 
Day Campaign. 

If you want to arouse your community to a lively sense 
of the value of sanitary equipment, just get back of a 
Bath a Day campaign. Put a copy of ‘“‘The Story of the 
Bath’’ in the hands of the upper grammar grade school 
children—talk to your local clubs, to your women’s organi- 
zations, your payent-teachers’ organizations. 

You'll find very soon that the slogan, ‘‘A Bath a Day 
Keeps You Fit Every Way,” will be as familiar in your 
community as any other nationally-advertised slogan, and 
that there will be more interest shown in sanitary equip- 
ment than before. As one master plumber said recently at 


Tite members of these various lunch clubs represent 
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a meeting: “Get them thinking about the Bath a Day 
movement and they think about bathtubs. And you can’t 
think about a bathtub without including the whole bath- 
room equipment.” 


S: wmming - Pool News 


The Milwaukee Country Club which is located north of 
Milwaukee, Wis., is contemplating building a swimming 
pool on its grounds, as a part of the large building pro 
gram which the directors have outlined. 

Pomona College, Claremont, Calif., is planning the 
construction of a swimming pool. 

The San Diego Athletic Club, Calif., has let 
the contract for the construction of a $500,000 club house, 
to include a swimming pool. 

The National Capital Natatorium Co., Inc., has been 
chartered in Chevy Chase, Md., with a capital of $50,000, 
by George N. Mantzouris and others. 

Moss Point, Miss., 
50x180 ft. swimming pool, to cost about $15,000. 

The Hanscom Park Improvement Club, Omaha, Ne 
braska, is considering draining Hanscom park lake and 
constructing a swimming pool. George Kleffner, 2218 S. 
Thirty-first street, is president of the club. 

The Virginia, Minn., post of the American Legion has 
requested the city to buy property for the construction of 
a public bathing beach. A. HE. Bickford is the city clerk. 


San Diego, 


is planning the construction of a 


Improvements are contemplated for the 3 public parks 
in Moorhead, Minn., including the construction of a swim- 
ming pool in Holes Park. John A. West is chairman of 
the park board. 
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Specify PECO fittings 


We manufacture 
a complete line of 
Cast Iron Dratn- 
ave Fittings, Black 
Coated and Gal- 
vanized. 


on your next order. 
Your local jobber can 
supply you with PECO 


stautelecmeveserMicele ¢ 


We ‘mandate ie 
a full line of Cast” 
Iron Serewed and 
Flanged Fittings, 
Flanges & Flange 
Unions. 


MAIN OFFICE AND WORKS - JEANNETTE, PA. 
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Drills 
and Fastens 


Every Phillips Expansion Shell drills its 
own hole and imbeds itself securely there. 

You cannot get a finer rod, strap or pipe 
hanger, or one that is easier to install. 

It will also be to your advantage to 
know about Phillips | Handle Holders and 
Spring Hammers. 


Write for details 


PHILLIPS DRILL COMPANY 
1537 CORTLAND ST. — CHICAGO, ILL. 
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Sturdy! 


The Kalamazoo Water 
Supply Systems are 
sturdy, silent and effi- 


cient. They contain 
the finest mechanism 
and are guaranteed to 
give long and faithful 
service. 


Write for further 
particulars. 


NATIONAL 
WATER LIFT CO. 


Kalamazoo, Michigan 
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Take It With You 


No trouble at all to take your 
Martin Portable Vise Stand and 
Pipe Bender with you. You can 
carry it in one hand and it will be 

on the spot for that unexpected 
job. In your shop it will handle 
the hardest and heaviest work 
for you quicker and more effici- 
ently. 


Write for 10day free trial offer 

















H. P. MARTIN & SONS 


626 E. 2nd St. Owensboro, Ky. 
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EXTRA HARD 
Polished Graphite Finish Bibb Washers 


Made of a high grade black heat resisting compound. 
Will hold up in any temperature water whether it be 
icy cold or boiling hot. Ask your jobber to supply you 
—they come packed 100 in a box, sizes 44 inch to 1 
inch. Also two styles, beveled and flat. 


LAVELLE RUBBER COMPANY 
320 W. ILLINOIS STREET CHICAGO, ILL 
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PATENTS 


Plumbing Department 


1,620,117. Electric Water Heater. Gustav N. Madsen, 
Minneapolis, Minn., assignor of one-third to Carl R. Lindh 
and one-third to Eric B. Gustafson, both of Minneapolis, 
Minn. In an electrical water heater, the combination of a 
plurality of heating units, each’ comprising an electrical 
heating element, a pipe surrounding said element and 
insulated therefrom, a second pipe concentric with said 
first named pipe but spaced therefrom, a head carrying 
both of said pipes, a closure for the free end of the outer 
of said pipes, means for bringing electrical connections, 
from said element to the exterior of said head, individual 











1,620,117 
outlet boxes for each of said units with conduits there- 
between to facilitate the inter-connection of said elements, 
pipe connections between the outer pipes of adjacent units, 
an inlet for the first of said units leading to the interior 
of the outer pipe and of an outlet for the last of said 
units leading to the interior of the outer pipe thereof, 
so water may be passed through all of said outer pipes in 
series and heated by the elements in said individual pipes. 
* a * 

1,620,429. Water-Closet. Gordon R. Bell, Englewood, 
Colo. A water closet comprising a bowl, a vertical pipe 
adapted to lead from a source of flushing water supply, 
an elbow having one end connected to said pipe, a con- 





1,620,429, 
duit connected to the opposite end of said elbow and 
leading therefrom for communication with the water 
closet bowl, a conduit arranged in said elbow and having 
a portion extending rearwardly from the head thereof, 
and a valved pipe connected to the end of said portion 
and adapted to be in communication with a source of hot 
water supply. 
a * * 

1,620,170. Pipe Wrench. Thomas E. Stephenson, 
Harrisburg, Pa., assignor of forty one-hundredths to Her- 
man Stephenson, Wyomissing, Pa. A device of the char- 
acter described comprising a resilient clamping band 
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having an inner end portion formed substantially circular 
and an outer end portion extending outwardly a substan- 
tial distance from the main body of the band, a socket 
secured to each end of said band, and an integral handle 





Ht 
1,620,170 : 





having a transversely enlarged head provided at opposite 
edges with outwardly extending integral lugs correspond- 
ing generally in arrangement to and adapted to be re- 
ceived in said sockets. 
a 7” + 
1,620,503. Flush Box. Joseph Werner, Perth Amboy, 


N. J. In a flush tank, a stop valve comprising a pipe sec- 
tion fixed in said tank, a tubular glass seat adjustably 
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1,620,502 


mounted in said pipe section, a plunger like valve body 
and a comparatively long flexible strip of water-proof 
material adjustable and displaceably mounted between 
said valve body and seat and serving as a washer. 


H. eating Department 


1,619,470. Oil-Burning Mechanism. Franklin Har- 
dinge, Chicago, I1l., assignor to Hardinge Brothers, Incor- 
porated, Chicago. The combination with a movable con- 
trol element comprising a reciprocable rod, a pivoted lever 














1.619,470 


resting upon the outer end of said rod, a stationary stop 
and an adjustable stop mounted upon said lever for en- 
gaging said stationary stop to limit the movement of said | 
lever, of an oil burner and means for controlling the sup- | 
ply of oil to said burner comprising a valve seat, a rotary | 
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Bryan Boilers 
For Oil and Gas 


Heat at a Lower Fuel Cost 


The Bryan Boiler— 
the only practical 
boiler designed ex- 
pressly for oil heat 
—saves 30 to 50% 


in the cost of oil. 


With gas, the Bryan 
Boiler is equally effi- 
cient and effects the 
same remarkable 


economies. 





Steam-Vapor-Vacuum-Hot Water 


SOLD ONLY THROUGH THE HEATING TRADE 
ON EXCLUSIVE LOCAL SALES FRANCHISE PLAN 


Manufactured by 
BRYAN STEAM CORPORATION 


(Boiler Division) 


PERU, INDIANA, U. S. A. 
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valve co-acting with said seat, said valve having a valve 
stem, a spring biasing said valve toward its open position, 
a sleeve adjacent the outer end of said valve stem, a hol- 
low spindle threaded into said sleeve, means whereby siid 
The spindle can be manually adjusted, a rod slidably mounted 

in said spindle, the inner end of said rod having a shoulder 
engageable by said spindle and also having engagement 
























































































































































Sentinel with the upper end of said valve stem, a second lever piy- 
otally mounted adjacent the outer end of said rod and rest- 
G ing upon said rod, adjustable means for limiting the move- 
ds ment of said second lever, and means for communicating 
the movement of first-named lever to second lever. 
Shut Off css 
1,619,889. Oil-Burner Boiler. Lewis L. Scott, St. 
Aut ti Louis, Mo. In a boiler, the combination with a shell 
(Automa ic) having a combustion chamber therein, of a plurality of 
flues of different lengths communicating with said cham- 
ber and with a discharge outlet for the products of com- 
PATENTED 
Is installed in ten minutes. $ - 
Requires no servicing. ie 2 
Pays for itself in a year. == Ti 
Is guaranteed for two years. ’ et Te 
Prevents tank explosions. a. it 
Shuts off gas automatically. y, ae 133, 
Guaranteed two years. a Q ar ‘i 
' a 
Just Set it and Forget it! ot ‘a 
“ “a 
Write us today. P 
THE OVEN EQUIPMENT & MFG. CO. Li we 
| New Haven, Conn., U.S. A. ae _ r . 
—— ———— 31 zt w “a 27 
— 1,619,889 
y é bustion, the openings of communication between the flues 


a 


tr The Rates are lowered : and said outlet being graduated in size according to the 


length of the flue, the opening of the shortest flue being 
But the standards are as high as ever smaller as compared with opening from longest flue. 
Some people judge everything by price. They . os bd 
= anything very expensive must be very good. 1,620,016. Pipe Wrench. Henry Goulas, Quantico, Va., 
onm ert public appreciation efeur assignor of one-third to Ormonde O. Mobley, Quantico, 
recently lowered rates, Va. A wrench of the class described including, in com- 
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¥ We're trying to make the Wirton the best —[) i 
Y hotel “value” ever offered the public — and the ’ ee > 
- public likes it. 


Winton service and comfort couldn’t be better 
at double the price. The beds couldn’t be softer, ’ 
the linen cleaner, the rooms airier, the staff politer 
if you paid us twice as much. . sy 


The steward who buys the food is as particul 
as your wife. The chef is as fussy in his kitchen as 
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+ your wife is in hers. The waiters are swift, silent, } 
y and they never bring a medium steak when you’ve y 
4] - said rare. 5 


The Winton is a good place to stop . . . good 
to you and good for your checkbook. Will you 


be ? 
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{ HOTEL 


WINTON i} ) = irl 


‘THE HOTEL WITH THE NEW POLICY bination, a shank, a fixed jaw on the shank, one edge of 
CLEVELAND the shank being provided with teeth, a U-shaped frame 
Prospect at Ninth f having its bight portion provided with teeth for co-opera- 

Large, outside rooms, all with bath. Our bf tion with the aforementioned teeth, said shank being pro- 


























own garage facilities. Coffee Shop 1 
served by main kitchen vided with dovetailed mortises, dove-tailed tenons slidable 
f in mortises, and means for pivoting frame to tenons. 
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1,619,898. Steam Trap. Frederick Thomas, Phila- 
delyhia, Pa. A steam trap including a hollow body pro- 
vided with a water outlet and with two opposed and 
aligned openings of which one is a water inlet opening 
and of which the other constitutes a threaded support 
opening, a valve seat arranged in the inlet opening, a 
valve for said seat, a screw plug arranged in the support 
opening and provided with an extension projecting into 
said body, and strips of metal differing in thermal co- 
efficient and connected at their ends of which the outside 
strips are connected with said valve and with the screw 
plug and of which the inside strip is guided by said 


extension. 
* * * 


1,619,910. Fuel-Oil Burner. Andrew J. Woodcock, 
Wilmette, Ill. A generator for vaporizing the fuel oil for 
an oil burner and comprising a body open at the top, 
having a substantially flat bottom, and inclosing a gen- 
erating chamber, the bottom of the body being accessible 
to the flame from the generator, an oil fuel supply tube 
projecting through the bottom of the body and through 
the chamber therein to the top of the body, and a 
weighted cap arranged to rest upon the open top of the 
body to close the same and having an extension pro- 
jecting into the vaporizing chamber and provided with 
a recess to receive the oil fuel supply tube, there being 
a clearance between the walls of said recess and the tube 
at the side and at the top thereof. 








1,620,582. 
1,619,910, 


1,620,582. Water Relief Valve. Homer A. Thrush, 
Peru, Ind. A valve comprising a tapered body casting 
having openings in its small end and tapered side forming 
respectively inlet and outlet passages, a hollow cap.casting 
for closing the large end of the body casting, a hollow 
plug removably secured between said inlet and outlet pas- 
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Tank Fittings of Quality 
1856 ‘*McSHANE’’ 


The ORIGINAL ae Lever Ball Cock 
Elevated, Low-Down, Top and Bottom Supply 


Tank Levers and Valves 


1927 





McSHANE 
BELL FOUNDRY CO. 


BALTIMORE, MARYLAND 























THE 


OTTUMWA PIPE PUSHER 


THIS MACHINE SAVES 
DIGGING UP LAWNS 
AND STREETS. PAYS 
FOR ITSELF ON ONE 
JOB. 








Manufectured by 


H. C. WILLIAMS & SON 























OTTUMWA, IOWA 


UNCONDITIONALLY GUARANTEED 


»ARROW> 


TRADE MARK 


remm=i a 





PNEUMATIC—STORAGE— SPECIAL 


Black or Galvanized 
The Novelty Steam Boiler Works Company 


Clare and Kloman Sts. 














Wentworth Hotei 
Portsmouth, 
N. H. 











Completely equipped with 


CY RTI N 
TANK NOISELESS Fimncs 


A. F. CURTIN VALVE CO., Medford, Mass. 














SPEAKMAN 
HAS ADOPTED CHROMIUM 


PLATING 


From now on Speakman Showers 
and Fixtures can be had in either 
nickel or chromium finish. 


SPEAKMAN COMPANY 


| Wilmington Delaware 
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Makes Tedious Work 
Easy to Do 


Heating contractors and plumbers tell us that the 
most tedious part of their work is to paint the radiators 


and pipes. It takes time and mounts up in labor cost. 


é ; Handigrip spray painting equipment makes this so 
te easy to do that it’s fun to do it. Handigrip does an 
hour’s work in a few minutes. Drives paint quickly 
and thoroughly into 
hard to reach places. 





i“ 

\ Plain bronze, sten- 
cil, oxidized, shaded 
or two tone effects 
easily obtained. Cuts 
down labor cost and adds 
to the profit on every job. 
Advertises the quality of 
your work and brings you 
more jobs. 

We are pleased to afford 


you a demonstration of 
Handigrip in your own 


work. 
Our portable compressor Wri 
rite for 
furnishes air to operate particulars. 
PLUMMER-HUFF COMPANY 
NAPOLEON . . * OHIO 








$2.50 


per day starts the rates at the popu- 
lar Hotel Martinique. Thousands 


of discriminating visitors to 


New York 


regularly enjoy the comfortable ac- 
commodations, splendid food and 
the greatest 


Convenience 


offered by the Martinique — 
a modern, fire-proof hotel situated in 
the very heart of the big city. A 


cordial 


‘Welcome 


awaits every visitor to New York 
who expects and receives — “the 
best without extravagance” at the 


Hotel Martinique. 
A. E. Sincteton, Res. Mgr. 


C4 a 
? Hotel Martinique 
Affiliated with Hotel McAlpin 
BROADWAY —32nd to 33rd STREETS 
NEW YORK CITY 








sages and having upper and lower aligned openings there- 
through, a valve for normally closing the lower opening, 
a flexible stem attached to said valve, a diaphragm be- 
tween the body and cap for directing pressure against the 
upper end of the valve stem for unseating said valve when 
pressure is directed against the diaphragm, a by-pass 
formed in said body casting and providing communication 
between the smaller end of the valve and the remote side 
of the diaphragm, substantially as set forth. 
* * * 

1,619,865. Electric Radiator. Cecil A. Head, Royal 
Oak, Mich. In combination with a radiator and a heating 
element within the radiator to convert water therein into 
steam; of an expansion chamber outside of the radiator 
and connected to the lower part of the water space in 
the radiator, whereby the generation of steam in the 
radiator and a consequent rise of pressure therein will 
force water from the radiator into the chamber and re- 
duce the heating effect of the heater by lowering the 


water in relation thereto. 
* ak oe 


1,620,186. Shut-Off Valve Within Body of Fixture. 
Leon Bloch, Cleveland, Ohio, assignor to The Republic 
Brass Company, Cleveland, Ohio. A faucet comprising 
two valve chambers, one of said chambers having an in- 
ternally threaded boss formed integral therewith and a 
recessed portion adjacent said boss, a threaded stem 


“fe 


Tm 2 iN) \ 
07a \ i = ! 


















1,619,865 


carrying a valve at its inner end, its outer end being 
slotted and adapted to fit into said recessed portion, said 
slotted end being flush with the outer surface of said 
chamber when said valve is open, said other chamber 
having a service valve therein. 

* * * 

1,620,111. Oil-Burning Apparatus. Edward D. Lewis, 
Elmira, N. Y. An oil burning apparatus comprising a 
burner head having an oil inlet and an inlet passage for 
air under pressure, oil supply means for said inlet having 




















Peo cy 





1,620,111, 


a control valve, angularly disposed pivotally mounted 
vanes in said air passage adapted to be successively en- 
gaged and operated by a blast of air therethrough, and 
operating connections between said vanes and said con- 
trol valve. 





Felix Wahrmund of San Antonio, Tex., has been 
awarded the plumbing work on the Apfel residence. 
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SHERWOOD BRASS WORKS, Jefferson and Mt. Elliott Sts., Detroit, Mich. 


Representatives: 
J. A. RIORDAN CO., INC. 
1315 E. 7th St., Los Angeles 2012 L. C. Smith Bldg., Seattle 
E. S. THOMPSON, 2401 Chestnut St., Philadelphia 
FRED G. HOFFMAN, 831 Edgewood Ave., Trenton, N. J. 
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Watrous 


us 





Flush Valves 
Need No Regulation 





HEN the valve is in position on 

the bowl with which it is to 
operate, and the water pressure turned 
on, the simple turning in or out of the 
regulating screw (A in diagram) sup- 
plies the exact amount of water 
needed to make the closet flush thor- 


oughly. 


This adjustment, once made, remains 
permanent. By using it, the plumber 
is often enabled to make a sluggish 
bow] flush satisfactorily when other- 


wise it would have to be replaced. 


Every time the valve is flushed, the 
plunger (B) is raised off its seat (C), 
leaving an opening through which 
grains of sand, etc., can be washed out 
of the port. No type of flush valve 
without this safeguard, is immune from 
obstruction. 


The feature just described—control 
of the quantity of water supplied 
to the closet bowl—should not be 
confused with regulation to conform 
with varying degrees of water pres- 
sure. The Watrous valve requires 
no regulation—from highest pressure 
down to as low as 5 lbs. 


Having a 25% larger diaphragm-area 
in the control chamber, the Watrous 
valve functions reliably under low 
pressure conditions where other valves 
often fail. 

It has a larger water-way per second 
of opening, and therefore delivers to 
the closet bowl a sudden, extra-large 
volume of water which assures prompt 
flushing action. 
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Write for full details. Loose-leaf catalog pages sent on request. 


PLUMBING DIVISION 


Watrous Flush Valves—Duojet Closets—Self-Closing Basin Cocks—Combination 
Lavatory Fixtures—Pop-Up Wastes—Liquid Soap Fixtures, etc. 


Sold by leading plumbing jobbers throughout the United States. 


THE IMPERIAL BRASS MANUFACTURING COMPANY 


1231 West Harrison Street 


H. D. Tuck, 404 Marquette Bidg., Detroit, Mich 
W. E. Blair, Jr., c/o Coronado Hotel, St. Louis, Mo. 
Thos. J. O’Brien, 1812 Exchange Bldg., Memphis, Tenn. 
Dillard Eng. Co., Construction Industries Bldg., Dallas, Tex. 
R. J. Shank, 920 Grand Ave., Des Moines, Iowa, 


BRANCH SALES OFFICES 
Continental Sales Co., 924 Metropolitan Life Bldg., Minneapolis, Minn. 


CHICAGO 


Rex W. Williams, 402 Scott Bldg., Salt Lake City, Utah 
Wm. P. Horn Co., 237 Rialto Bldg., San Francisco, Cal. 


L. C. Coombs, Room 506, 110 W. 11th St., Los Angeles, Cal. 


Wm. P. Horn Co., L. C. Smith Bldg., Seattle, Wash. 
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“Domestic Engineering’ Quarterly Index 
Vol. CXIX April 2 to June 25, 1927 


This is the seventieth index of “Domestic Engineering,” an index for each quarter appearing at the end of 
that quarter. We ask our readers to note the value of this index for reference, calling special attention to the 
separate classifications of the departments of “Advertising Editorials,” and “Business Building Articles,” both of 
which contain many valuable ideas along the line of trade extension. 


A 


Advertising Editorials:— 
Building? Remodelling?..P 28, May 


Plumbing Help for Wash Day..... 
; cocsoed” 40; Apr. 
Remodel the Bathroom..P 37, May 


Sale and Rental Values Increased. 
June 


Wash Day Efficiency....P 
You can Control Radiator Heat.... 
-P 76, Apr. 


Advertising—Selling Oil Burners.. 
,» May 
Air Compressor Equipment for Test- 
ing Pipe Lines 
Bir PIG: secisvccoecsad C9, June 
Air-Line and Vacuum Systems. By 
Max Paul Miller.......P 36, May 
Air Washers 
Albany, N. Y., Ventilation Require- 
ments 
American Welding Society—Paper 
read at 22, May 
Apprentices Trained in Baltimore 
Vocational School .....P 35, May 
Apprenticeship Commission to be 
Formed by H. P. C. N. 
June 
Archer, William G., Speaks at Ken- 
tucky Convention 


Associational:— 
Associations, Value of, Discussed 
by Harry M. Hart P 30, June 

Canadian’ Interprovincial Associa- 
tion Discussed by Prairie Prov- 
inces at Calgary 
Exhibit at Convention of National 
Association of Master Plumbers.. 


Exhibition for N. A. M. P. at Atlan- 

tic City, Suggested by W. J. Lang 

Apr. 

Exhibitors at Forty-Fifth Annual 

Convention of the National Asso- 
ciation of Master Plumbers 

, June 

Maryland Master Plumbers’ Associ- 
ation Holds Annual Dinner 


of Master 

Plumbers—Plans for Exhibition 
at Convention 19, June 
National Association of Master 
Plumbers’ Convention to be En- 
tertained by Grand Opera Star... 


Southern California Presidents’ and 
Secretaries’ Conference P 92, Apr. 


21 
25 
18 
11 
4 
28 


16 


30 


30 


Women’s Auxiliary—Program for 
National Convention of Women’s 


Women’s Auxiliary Formed at Mich- 
igan Convention 28, Apr. 

Women’s Auxiliary Formed at Mis- 
souri Convention 


Authors :— 
Brusman, Harry M.—Turning Wood 
Waste into Profit......P 24, Apr. 
Eaton, Byron K.—Making the Oil 
Burner Stay Sold P 26, June 
Hallett, Edwin S.—St. Louis Fights 
the Smoke Cloud 
Kirkley, Donald.—Plumbing 
struction in Baltimore..P 35, May 
Krieger, William — Perhaps You 
Need an Office Manager P 29, June 
Lewis, Samuel R.—Compulsory Ven- 
tilation Laws 39, June 
Fifty Years of School House Ven- 
tilation 25, June 
Miller, Max Paul—Trouble with the 
Wet Return 27, Apr. 
Air Line and Vacuum Systems... 
36, May 
Overton, Louis J.—Central Heating 
in English Residences,.P 19, Apr. 
Perry, L. A.—A Welded High and 
Low Pressure Installation 
19, 
Starbuck, R. M., Jr.—Reading Plans 
to Make Plumbing Flevations... 
Apr. 
Small City Plumbing Practice... 
chedeuccuat Sty MST. 
Sanitors Simplified Practice...... 
82, June 
Piping in 
19, Apr. 


Wetzel, H. E.—Welding 
ROOD. os vcceveweoeus P 


Modern Sewage Dis- 
posal Methods P 25, Apr. 
Oil Burning Boilers ...P 20, May 

Wood, Ivan D.—Sewage Disposal 
for the Home or Small Commu- 

24, May 


Williams, E. 


Azbe Firing Methods....P 64, May 
B 


Baltimore Plumbing Instruction... 
.-P 35, May 


Bathtub, Soochow coceek’ 39, May 
Becker, Leod D., Honored by Reso- 
lution of American Oil Burner 
Association Apr. 
Beirn, M. J., Discusses Deferred 
Payment Selling at H. P. C. N. A. 

Convention 
Bergner, William G., Speaking at 
Conventions, Outlines Trade Ex- 
tension Bureau Plans 
70, Apr. 23; 
P 31, Apr. 30; P 48, May 14; P 71, 


7 


May 28; P 40, June 11; P 66, June 18 


Bituminous Coal, Firing of 
Oneview C& 


309201 


May 21 


Blackerby, Dr. J. F., 
Operation of 
Boards of Health 

Blowpipe Used in 
Connections 

Blue Print 
Learned, by 
Elevations 

Boiler, 


Discusses Co- 
Plumbers with 
P 39, May 
Making Branch 
19, Apr. 

Plans, Reading of, 
Making Plumbing 
23, Apr. 

Cause of Water Leaving... 
» Apr. 

and Gas_ Burning, 
(Question and An- 
P 73, June 
By E. Wil- 
P 20, May 
Ventilation Require- 
45, June 

sridgeport, Conn., Ventilation Re- 
quirements June 
Brown, Philip J., Reports on Prog- 
ress of Connecticut Association.. 
23, May 
St. Louis 


Coal 
Up 


Boilers, 
Hooked 
swer) 

Boilers 
liams 

Boston, 
ments 


Oil Burning. 


Mass., 


Buder, C. G., Discusses 
Firing School 19, May 
Buiiding Plans and Plumbing Ele- 
vations 35, 
Business Building Articles:— 
Dorsey, Francis C.—For 365 Days 
in the Year P 18 May 
Lindquist, G. A.—Growing Pains.... 


P 24, Apr. 2: 


McDonald Co., 
Oil Burners 


Inec., T. J.—Selling 
in the Basement.... 
, May 

Newman, B. A.—Vigor Does It!.... 
22,. Apr. 
and Now!.. 
19, Apr. 


Nittinger, E. P.—Then 


Business Management Discussed by 
Cc. L. Kennedy 70, June 
Business Management. — Perhaps 
You Need an Office Manager..... 
29, June 
Bywater, W. A., Addresses Colorado 
Master Plumbers at Convention.. 
-P 35, 

Cc 
Cahill, H. P., Plumbing & Heating 
Co.—First Lessons to be Learned 


California Sanitation Development 
League of San Francisco Broad- 
casts Information on Sanitation.. 

» May 

Carbonmonoxide Gas and Preventa- 
tives 52, June 

Central Heating in English Resi- 
dences—By Louis J. Overton.... 

P 19, Apr. 

Certified Heating Discussed at 
Conventions 
Apr. 30; P 35, June 11; P 65, June 

Cesspool, Construction of P 25, May 

Chart System Used in Estimating 

33, June 

Ventilation Require- 

P 45, June 


Chicago, IIl., 


ments 


7 


30 


May : 


4 


18 
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Chicago Ventilation Code P 39, June 
Chinese Plumbing and Heating.... 
(Ste bhee® oe haters > bea 27, May 
Cincinnati, Ohio, Ventilation Re- 
quirements .....00000 P 47, June 
Citizens Smoke Abatement League 
SE i. 2G c ss cccwssee P 20, May 
City Plumbing Practice..P 47, Apr. 
Cleveland Certified Heating Plan 
Discussed at N. Y. H. P. C. Con- 
vention 39, 
Cleveland, Ohio, Ventilation Re- 
GUITOMCRER. 02 cscvcvves P 47, June 
Clinkers in Coal......... P 20, Apr. 
Coal Burning Boilers Used for Oil 
Burning 20, May 
Coal, How to Burn...... P 37, Apr. 
Coal, Proper Firing of...P 18, May 
Coal Subjected to Test for Clinkers 
Apr. 
Code for Plumbing Defeated in Mas- 
sachusetts Legislature..P 33, Apr. 
Code, Plumbing, Discussed at Okla- 
homa Convention...... P 72, Apr. 
Codes. — Compulsory Ventilation 
39, June 
Coke as Domestic Fuel Eliminates 
Smoke 58, Apr. 
Coke, Rules for Burning.P 37, Apr. 
Coleman, Alexander, Speaks at Cal- 
ifornia Convention....P 75, June 
Columbus, Ohio, Ventilation Re- 
MUIOMORES. .ccccseeees P 47, June 
Connecticut Ventilation Laws..... 
40, June 


jonventions:— 


Alabama Master Plumbers’ Conven- 
tion 42, June 
Alberta Association of Domestic 
Sanitary and Heating Engineers’ 
Convention Apr. 
American Oil 3urner Association’s 
Convention 22, 
Apr. 16; P 28, Apr. 23; P. 32, Apr. 
Arkansas Master Plumbers’ Associ- 
Holds Convention.......... 
27, Apr. 
California Master Plumbers’ Asso- 
ciation Hias Convention.......... 
35, June 
Colorado Society of Sanitary and 
Heating Engineers Holds Conven- 
rere ry ere ro P 35, May 
Connecticut Master Plumbers’ As- 
Holds Convention...... 
idee hcs bh nahenes bene P 22, May 
Florida State Association of Master 
Plumbers and Heating Dealers 
Holds Convention..... P 32, May 
Georgia State Association of Master 
Plumbers in Convention P 36, May 
Heating and Piping Contractors Na- 
tional Association Holds Conven- 
tion P 30, June 
Kentucky State Association of Mas- 
ter Plumbers in Convention..... 
MEP ESedR ME Ke edew aly P 32, 
Louisiana-Mississippi Association 
of Plumbing and Heating Deal- 
ers Holds Convention..P 46, Apr. 
Massachusetts State Association of 
Master Plumbers, Inc., in Con- 
33, Apr. 
Michigan State Association of 
Plumbing and Heating Dealers in 
ee aes P 28, Apr. 
Missouri State Association of Mas- 
ter Plumbers Holds Convention. . 


cpebwesedeeceveseeNne P 31, Apr. 


Montana Master Plumbers’ Associa- 
tion’s Convention...... P 39, May 
National Association of Plumbing 
and Heating Salesmen in 
i eee eT eee ee P 40, 


eg 
27, 


ation 


sociation 


Con- 
June 


Apr. ¢ 


May 2 
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National Pipe and Supplies Associ- 
ation Holds Convention.P 69, May 





ENGINEERING 


New Jersey Ladies’ Auxiliary Con- 
ey rer P 77, June 4 
New Jersey State Association of 
Master Plumbers Holds Conven- 
tion....P 31, May 28; P 76, June 4 
New York State Association of Mas- 
ter Plumbers in Convention..... 
pete Meo ide cae P 21, Apr. 9 
North Carolina Association of 
Plumbing and Heating Contrac- 
tors Holds Convention.P 28, May 21 
Oklahoma State Association of Mas- 
ter Plumbers Holds Twenty-Fifth 
Annual Convention.....P 40, Apr. 23 
Ontario Association of Plumbing 
and Drain Inspectors Holds Con- 
WOE is oc an eo e0s e608 P 39, Apr. 9 
Ontario Society of Domestic Sani- 
tary and Heating Engineers in 
CONVERTOR .scccvescees P 36, Apr. 9 
Oregon State Association of Master 
Plumbers in Convention........ 
eee re TT Te TTT TTT P 45, June 4 
Pennsylvania State Association of 
Master Plumbers Holds Thirty- 
ee eee 
(sataven P 41, May 28; P 83, June 4 
Saskatchewan Sanitary and Heat- 
ing Engineers’ Convention....... 
erty TTT ee mses ae ae Ss 
Tennessee Associated Master 
Plumbers’ Convention..P 38, June 4 
Texas Associated Master Plumbers 
Hold Convention....... P 33, May 14 
Utah State Association of Sanitary 
and Heating Engineers Holds 
Quarterly Convention.P 108, Apr. 2 
Virginia Associated Plumbing and 
Heating Contractors in Conven- 
OER TET PETE COPEL TT P, 36, June 18 
Washington State Association of 
Master Plumbers’ Convention.... 
sens bho see es OES P 43, June 11 
Wisconsin Heating and Piping Con- 
tractors’ Association Holds Con- 
WONTON 6 ois sewers esee P 39, Apr. 30 
Co-operation Urged in Oil Burner 
RE a 4.9 5:000suurenne P 23, Apr. 16 
D 
Dayton, Ohio, A System of Estimat- 
a Been Os pee base P 32, June 4 
Denver Opportunity School  Dis- 
cussed by Peter Menzies at Con- 
vention...... prteenees P 67, May 21 
DeRosa Heating Corporation, Prob- 
lems of Sales Management...... 
TRETPOR ET TT Ter P 30, June 15 
Detroit, Mich., Ventilation Require- 
a ee. P 47, June 18 
Devices for Holding Pipe in Place 
During Welding....... P 24, June 4 
Display Room of John J. Vogel- 
ee P 28, Apr. 16 
Dobbs, Hugh Barrett, Radiocasts 
Information on Sanitation....... 
Load SASSER DEMME ES P 24, May 14 
Drawings, Making and Reading of 
rr er eee P 23, Apr. 2 
Dust Elimination, Importance of.. 
awahan ‘thtvesigossueee ae eens 
E 
Editorials :— 
Anti-Trust Confusion....P 17, Apr. 9 
Bath Tub Accidents..... P 17, Apr. 16 
Checking Up on Business.P 21, June 25 
CO BIO o5o5 occ ns eee wn P 1%, Apr. 23 
Common Sense and Profits......... 
ree Ty” P 17, Apr. 16 
Constructive—Not Destructive ... 
ere eer er eT re ees P 17, May 14 
Dealing in Oil Burners..P 23, June 4 
Efficiency for Profits....P 17, Apr. 3 






Extending Credit........ 
Go to West Baden....... P 21, May 


No Summer Slump...... P 17, June 
On the Other Hand...... P 17, May 


Retaining Ideas......... P iy, 
Show Room Advantages..P 17, 
Bhatom Weeks. .cccncecsses P 21, 
The Bath a Day Idea....P 25, 
The Figure Viewpoint...P 17, 
The Golf Season......... P 17, Apr. 
The Heating Convention.P 17, Apr. 
The Minneapolis Convention....... 

ero he PEEL ERTS, Mee ie 
The Payment Plan....... P 21, 
ee. re P 17, 


June 
May 


June 
Apr. 
Apr. 
May 


Tourists’ Comforts...... gee & 
Ce: ERD OB . ass 6 0 00 80 P 1%, 
Wanted—Time 
What Merchandising Means........ 
sk AT, Bpr. 
Apr. 





Edwards, Leroy, Excerpts from Pa- 
per Presented by.......P 22, May 
Elevations of Plumbing, Making of, 
Helps in Learning Plan Reading 
TEE eR Tere err rr ee P 23, Apr. 
Knglish Residences, Central Heat- 
ing in 
Estimating System for Plumbing 
CORIO oc soc cc csasas P 32, June 
Exhibit at Connecticut Convention 
46, May 
Exhibits at American Oil Burner 
Association’s Convention......... 


Expansion Joints for Welded Pipe 
ivadanaedssbeeeaseueee P 26, June 


Faucets, A Pictorial Series........ 
teen wee P 45, Apr. 2; P 48, Apr. 9; 
P 47, Apr. 23; P 48, Apr. 30; P 26, 
May 7; P 37, June 11; P 29, June 

Fee, Frank, Tells of Scholarship 
Plans, at New York Convention 


Ferry Boat Plumbing....P 31, May 
Fifty Years of School House Venti- 
lation.—By Samuel R. Lewis.... 
lake atouak te ee eee P 25, June 
Filter Beds in Sewage Disposal 
PARE Since esses scsveee P 72, Apr. 
Firing School in St. Louis. P 18, May 
Fittings for Gas Company Made by 
Welding Crew......... Pp 
Flentje, E. L., Explains Trade Ex- 
tension Bureau Campaign at Flo- 
rida and Georgia Conventions... 
Tere eT er eee P 72, P 93, May 
Floats Representing Plumbing Fifty 
Years Ago and Now.....P 19, Apr. 
Fraser, William G., Discusses Con- 
dition of Heating Industry, at 
New York H. and P. C. Conven- 


Q 


Gas Company Works Out Plan for 
Supplying Standard Fittings..... 


ed 


23, May : 
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21 
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Gas, Use of, for Heating Discussed 
by Lee Whitelaw at Convention of 


eo ee Seer r res P 34, June 11 
Gibbons Sapply Co., M. J., Estimating 
Sy Go 6 5 hee a K P 32, June 4 


Glen, W. K., Speaks at Conventions 
on Plans for Trade Extension Bu- 
reau 
Apr. 2; P 31, Apr. 9; P 36, June 11 

Golf Course Irrigation...P 18, Apr. 23 

Grate Fire, Use of, in English Resi- 


QR SiS a koe Ns bones P19, Apr. 9 
Gravity-Indirect School Heating 
PISMN es 5 Seine ewes eae P 26, June 25 


Greenhouse Heating......P 67, Apr. 30 
Greenwalt, John F., Discusses Tele- 
phone Company’s Good-Will Ad- 
‘ vertising, at Colorado Convention 

ee REPEC LER Or Te P 67, May 21 


Harris, Charles D.—‘‘For Rent’’—the 
Sign of a Merchandising Oppor- 
CUNT hc dss es seskcaccacd Bes eee 14 

Hart, Harry M., Gives Address at 
Convention of H. P. C. N. A..... P 

LAVEGU SSSA aE ea sa kien P 30, June 11 

Heat by Radiator Campaign Dis- 
cussed at Wisconsin H. P. C. Con- 
WOME nigh ok a ee P 39, Apr. 30 


Heating Articles:— 


Air-Line and Vacuum Systems. By 

Max Paul Miller........ P 36, May 7 
Central Heating in English Resi- 

dences. By Louis J. Overton..... 

a Sia atten ie a ean ene a ele wae S P 19, Apr. 16 
How to Burn Coal........ P 37, Apr. 23 
Oil Burners.—Making the Oil Burner 

RO Ts ko pees van P 26, June 11 
Oil Burning Boilers. By E. Wil- 

HORE: i353: ietasas var P 20, May 7 
Pipe Line Welding inna : 

‘cated P 22, May 28; Pp 24, Jeune 4 
Moumd TOROS. .ccccvcccssvcvens P 39, 


Apr. 2; P 51, Apr. 9; P 19, May 14 
St. Louis Fights the Smoke Cloud. 

3v Edwin S. Hallett....P 18, May 21 
Selling Oil Burners—in the Base- 


MOM sacar ssesscnnssesae Bee OT 
Trouble with the Wet Return. By 

Max Paul Miller....... P 27, Apr. 23 
Welded High and Low Pressure In- 


stallation. By L. A. Perry....... 

Licenses ates sa ew ee eek P 19, Apr. 30 
Welding of Pipe Lames... ...cscvsss 

ans atenato tate P 22, May 28; P 24, June 4 


Hornbrook, E. D., Speaks at Con- 
ventions...P 37, Apr. 2; P 48, May 14 

Hotchkiss, C. H., Gives Rules for 
Burm COR. ow ccccnes P 37, Apr. 23 


* Hot Water Heating Systems Used in 


English Homes......... P 19, Apr. 16 
Hot Water Radiation Fifty Years 

RG Sh Ge a P 27, June 25 
Houghten, F. C., Speaks on Research 

Work of A. S. H. V. E..P 33, June 11 
Hughes, W. W., Discusses Minneap- 

olis Heat by Radiator Campaign, 

at Wisconsin H. P. C. Conven- 

PIES, cs owen Wingate CaaS P 90, Apr. 30 


Illinois Ventilation Requirements.. 

WEP O or Rivtsadssisevauie Mepaune oe 
Imhoff Preceie of Sewage Disposal. 

Or Ty ree Te Pee P 26, Apr. 30 
Indiana Ventilation Requirements. . 

fis eke sans eeensesaeaNe P 43, June 18 
Inspection of Heating Plant Neces- 

sary Before Installation of Oil 

RRR SINE vera. claws ead piv kc ot P 27, June 11 
Installation Department Handles 

Service of Oil Burners in Some 

TT Se rrr ery er err P 29, June 11 
Installment Selling Discussed at 

Convention of H. P. 


DOMESTIC ENGINEERING 


lowa Ventilation Requirements.... 
EC TO ee P 43, June 18 
Irrigation of Golf Courses.P 18, Apr. 23 


J 


Johnstown, Pa., Plumbing Instruc- 
COR ssiccceccecnccsdacsccd Ol) MaRe an 

Joints in Welded Pipe Lines, 
WONGRIIEM OR 6c dcncedaese P19, Apr. 9 

Jones, C. L., Speaks on Progress of 
Arkansas Association..P 27, Apr. 30 


K 


Kansas City, Mo., Ventilation Re- 
quirements.............& 47, June 18 

Kennedy, C. L, Speaks on Business 
Management at Missouri Conven- 
See Sh dds baad e hee eae P70, June 4 


Lang, W. J., Suggests Exhibition in 
Atlantic City in 1928...P 78, Apr. 23 

Lang, William J., Speaks at New 
York Convention on Exhibition 

Apr. 9 

Lawn Sprinkling System, Layout for 

P 19, Apr. 23 


Laws, Compulsory Ventilation. By 
Samuel R. Lewis....... P 39, June 18 
Tegal Decisions. .. 2 cccecs P 53, June 11 


Legislation Concerning Ventilation. 
OT TTC em ae 
Leginlation—Discussion of Proposed 
State Plumbing Code at Oklahoma 
CIOs hace cacescca P 72, Apr. 23 
Legislation—Massachusetts Plumb- 
ing Bill Defeated....... P 34, Apr. 16 
Esettere te tO MRRtOF oo ccccccccccs 
, Apr. 2; P 53, June 18 
Lever with Rope Sling Used for 
Lowering Pipe into Trench. 
EPO TT eee re ee Tee 'P 25, June 4 
Lewis, Samuel R., Tells of Research 
Work of A. S. H. V. EB. Laboratory 
C664 b0C Ct SRE SOR OCR EEKS P 33, June 11 
Litharge Used in “Pipe Dopes”.... 
OF LOE RE er ee ee P 28, June 11 
Longley, H. E., Speaks at Conven- 
oo) ari. ee ae 
May 14; P 36, May 14; P 66, June 18 
Los Angeles, Calif., Ventilation Re- 
GRIPGTIOTE «0 .00.66.0 sce P 47, June 18 
Loughlin System of Estimating.... 
SCs MES ta eR ae eae a P 32, June 4 


eeeee 


McAuliffe Plumbing & Heating Co. 
—Problems of Sales Management. 
ecceees ccdaecud om cane 16 

McCann, Andrew, Makes Success of 
Selling Golf Irrigation Systems... 
dee wees 0:0 0:65 tite 6 weed 0 P 18, Apr. 23 

McNamara, L. Speaks on Quantity 
Survey at Missouri Convention.. 
rie er ee ee P 70, June 4 


Marking of Welds... .P 25, June 4 
Maryland Master Plumbers’ Associ- 
ation Sponsors Plumbing Instruc- 


eee ee eeee 


tion in Baltimore....... P 35, May 28 
Massachusetts Ventilation Require- 
SEs io des wrrncannsins P 43, June 18 
Meadow Heating Co.—Problems of 
Sales Management...... P 30, June 18 
Menzies, Peter, Discusses Work of 
Opportunity School in Denver.... 
Ree Sy rE oe .P 67, May 21 
Merchandising Articles; Special Sec- 
tion :— 
“For Rent’—the Sign of a Merchan- 
dising Opportunity..... P 29, May 14 


Here’s What They Are Saying about 
This New Merchandising Feature. 


CA ERO URTI CEE ..P 34, June 18 
Killian, Inc., Vic. J.—Attracting the 

IN os 0 8 onc cstieans P 31, Apr. 16 
Merchandising to “Blanket” a Com- 

I ainiescowksescewus P 26, May 14 


Merchandising by Radio. By Tom 
WR 5s cca esbmnee aes P 24, May 14 
Problems of Sales Management..... 
eee ee ee TR P 30, June 18 
Some of the First Lessons to be 
Learned in the Employment of 
Salesmen.. -P 28, June 18 
Strenger, H. T.—Faith in the Store 


ee ee ee 


Vogelpohl, John J.—Building 
Store Around a Sales Idea........ 
ee ee ee ee re P 26, Apr. 16 
Methods of Laying Pipe for Weld- 
Cen ee ccecnccck a4; dune 4 
Michigan Ventilation Requirements. 
ACkRUCNES edad ede eed eened P 43, June 18 


Minneapolis Heat by Radiator Cam- 
paign Discussed at Wisconsin H. 
P. C. Comvemtion.....s«. P 90, Apr. 30 

Minneapolis, Minn., Ventilation Re- 
ig re P 47, June 18 

Minneapolis, Industry Looks to.... 

seek 19, June 18 

Minnesota Ventilation Requirements 
VCR TREC Te CeCe Te TT P 45, June 18 

Mueller, Adolph, Contrasts Plumb- 
ing Business of Today with That 
| P 69, June 18 


National Apprenticeship Committee 
Reports at New York Convention. 
ererrrrerr Terre rer cer rey P77, Apr. 9 

National Association of Plumbing 
and Heating Salesmen Holds Con- 


VOI: ve cdecicsuaviewcs P 40, June 11 
Naylor, Mrs. L. W., Speaks at Vir- 

ginia Convention....... P 69, June 18 
Now Haowipment...ccccccesvoce P 86, 


Apr. 9; P 89, Apr. 16; P 100, June 4 
New Jersey Ventilation Require- 


Ee Terre re P 43, June 18 
New York City Ventilation Require- 
MONE 6. 66s ce ceccdvaeescuc P 47, June 18 


New York Master Plumbers Plan 
Short Course in Plumbing........ 
rer ee Oe eT ee P 21, Apr. 9 

York State Association of 
Heating and Piping Contractors’ 
CORVORUOB. 6 .cccccces .-P 37, Apr. 30 

New York Ventilation Requirements 
VUTEC TERT TTT P 43, June 18 

Nichalson, Leroy S., Teaches Plumb- 
ing Class in Baltimore.P 35, May 28 

Nichols, Clark, Speaks on Subject of 
State Plumbing Code at Oklahoma 


Convention........ ncceed tay ADE. 32 
Nolan, Thomas F., Speaks at New 
Jersey Convention...... P 33, May 28 
18) 
Obituary :— 
Andrews, George C.... wr eP 88, May 21 
Prmtentord, M.. Th... 6c css P 83, June 18 
Coay; Jeseme Fi... ss cviess P 82, May 14 
Coffee, William B....... P 112, Apr. 2 
Bilis; George W occicccces P 82, May 14 
Friedel, Charles A....... P 88, May 21 
Gross, Charles G., Sr..... P 78, Apr. 30 
Ps Bek 6 hi cw hcwee P 85, Apr. 23 
pe eee P 87, June 11 
Holmes, Martin D........ P 48, Apr. 2 
Johnson, James J........ P 48, Apr. 2 
Mivekwmes, La Jeccccccccane P 82, May 14 
Kuemmerle, Albert....... P 73, June 25 
Libby, Lawrence R..... .-P 73, June 25 
Lomasney, Edward J..... P 82, May 14 
McNally, Chas. W......... P 40, May 14 
Moeschen, Louis.......... P 96, Apr. 23 
Moulton, Arthur R....... P 91, May 28 
Peeples, John M.......... P 82, May 14 
Prince, Clarence K....... P 85, May 28 
PUG OC bivks es sedsa nee P 51, June 25 
Raysor, Hdgar ......5. ..P 78, Apr. 30 
Robinson, Adam J........ P 78, June 25 
Rose, Charles Asa........ P 98, Apr. 9 
Ryan, William V......... P 86, Apr. 30 
Suaith, Laeatie W ... 2... P 98, Apr. 9 





Smith, William R......... P 88, May 21 
Thornton, Walter N...... P 86, Apr. 30 
SOGGR, GOR «cada wecvonds P 73, June 25 
Warmholz, William....... P 82, May 14 
Winkels, Henry......... P 112, Apr. 2 
Office Manager, Perhaps You Need 
BRicovksstevessteevasae P 29, June 4 
Ohio Ventilation Requirements..... 
PoP eer re SP e Te err, f P 45, June 18 
Oil Burner—Making the Oil Burner 
Stay Geld....... : P 26, June 11 
Oil Burners, Changes in Design to 
Be Expected.......... P 24, Apr. 16 
Oil Burner Exhibits at Convention 
De wes ae ee ee beaks an ee P 32, Apr. 30 
Oil Burner Selling....... P 31, June 18 
Oil Burners, Selling, in the Base- 
Pe sveasasahoee ees ..P 27, May 7 
Oil, Burning of..........P 22, May 7 
Oil Burning Boilers. By E. Williams 
Trey etree ee P 20, May 7 
Oil Burning Industry—Change of 
name to oil heating industry ad- 
WOORDUE. osc essen scene P 22, Apr. 16 
“Oi] Heating’’ Advocated Instead of 
ati P 22, Apr. 16 
Omaha, Nebr., Ventilation Require- 
a eee ...P 48, June 18 
Outings and Golf Tournaments:— 
Central Trades Golf Association 
Host to National Pipe and Sup- 
a. ee eee ere eT 
shane ese P 76, May 21; P 90, June 18 
Chicago Plumbing Contractors’ Golf 
Tournament....... P 94, June 18 
Delaware Valley Trade Golf Asso- 
Be Re ee 
ene cae ee P 95, June 11; P 76, June 25 
Eastern Trade Golf Association's 
eg ee aes ora 
Leeteunee P 86, May 25; P 85, June 18 
Illinois Chapter, A. S. H. V. E., Holds 
Golf Tournament... P 106, June 4 
Metropolitan Trade Goelf Associa- 
oy fm ere 
sie esis eens P 94, June 4; P 56, June 25 
Michigan Trade Golf Association’s 
i ee ey eee re re a 
Swot bene P 68, May 14; P 75, June 25 
New England Metal Products Golf 
Association’s Tournaments........ 
ee eee P 68, May 14; P 75, June 25 
Northern Ohio Trade Golf Associa- 
tion’s Tournament...... P 95, June 11 
Philadelphia Heating & Ventilating 
Golf Association Tournament..... 
Ty Se Te ee eT P 109, June 4 
Philadelphia Master Plumbers’ Out- 
Se Pr Te Ty ee P 85, June 25 
Plumbing and Heating Trades Golf 
Association of, New Jersey Holds 
DOUTMERIONEE 6 oc ct ccna scsecreoes 
peasa'eab ae P 81, May 14; P 88, June 18 
Southwestern Trade Golf Associa- 
og ee aan P 84, June 18 
Western Trade Golf Tournaments.. 
eoebueeee P 81, May 21; P 84, June 18 
Wilmington, Del., Master Plumbers’ 
RE ciccnch ves en vases P 86, June 25 
Oxy-Acetylene Welded Line........ 
ps eee ee meek eke ae ....F 23, May 28 
P 
Panel Radiation.......... P 21, Apr. 16 
Part Payment Plan Discussed at H. 
P. C. N. A. Convention..P 32, June 11 
Philadelphia, Pa., Ventilation Re- 
og ere P 48, June 18 
Fabs TAS WOIBURE. «ccciccevcct sess 
ee ys P 22, May 28; P 24, June 4 
Piping Arrangement in a “Two-pipe 
Dropping System”...... P 21, Apr. 16 
Piping, Welded, in Buildings....... 
Leech aves s bee hs saane eee P 19, Apr. 9 
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Plans and Plumbing Elevations.... 
Se eee P 23, Apr. 2; P 36, 
Apr. 16; P 23, May 7; P 35, June 


Plumbing Articles:— 


Floating Plumbing Job...P 31, May 
Golf Course Irrigation....P 18, Apr. 
Plumbing Elevations, Making of, 
Helps in Reading Plans.....P 23, 
Apr. 2; P 23, May 7; P 385, June 
Plumbing Fifty Years Ago and Now, 
as Described by E. P. Nittinger... 


eee TE. Tee Ee Ee. P 19, Apr. 
Plumbing Instruction in Baltimore. 
3y Donald Kirkley..... P 35, May 
Plumbing on the Ferry Boats “Pe- 
ralta” and “Yerba Buena”........ 
OUTER L PIE L TRE Tee Y. P 31, May 
Plumbing Problems ..... err Sees 
s aists cease le P 26, Apr. 9; P 32, 


May 14; P 38, June 


Reading Plans to Make Plumbing 


Elevations. 3y R. M. Starbuck, 
De “iv nnnesstaseseataas P 23, Apr. 
Sanitors Simplified Practice........ 
Eee ST er ee ee ee eee. P 32, June 


Schoolmaster and His Class...P 36, 
Apr. 16; P 23, May 7; P 35, June 


Small City Plumbing Practice. By 
R. M. Starbuck, Jr..... P 47, Apr. 
Solving Chinese Puzzles in Plumb- 
ing and Heating....... P 27, May 
Sewage Disposal for the Home or 
Small Community. By Ivan D. 
WRG isset een tors noes P 24, May 
Pollution of Streams—New York 


Masters Adopt Resolution Oppos- 


SP er Peer re ee eT P 22, Apr. 
Portable Shop Used by William 
DOGK incdcadéucaneesaee P 27, May 
Portland, Ore., Ventilation Require- 
i ee pee ee eee ee P 48, June 
Pounding in the Pipe Lines........ 
ce Ghoek ee RSS DEDAS EEE P 19, May 
Practical Problems........escsccccse 
Skehes nee eue kine P74, Apr. 2; P 47, 
Apr. 9; P 53, June 11; P 55, June 


Pressure, High and Low, Welded In- 
DEREUREIOR ken eee se weces P 19, Apr. 
Pressure Test for Welded Pipe Lines 
TP re eae re eT P 26, June 


Profits from Wood Waste.P 24, Apr. 


Q 


Quantity Survey Discussed by L. 
SERED 5 os a:ex waeae P 70, June 
Questions ands AnswerSs............ 
P 45, Apr. 9; P 49, Apr. 23; P 31, 
May 7; P 58, May 14; P 73, June 
4; P 62, June 11; P 32, June 
Quinn, John A., Speaks on Work of 


R 


Radiation, Concealed..... P 21, Apr. 
Radiation, Direct and Indirect, Fifty 
Wie BW v6oisckn aces P 26, June 
Radiator, Taking Off from Risers 
for Third Floor (Questions and 
Answers) 49, Apr. 
Radiators which Will Not Heat All 


Radio Merchandising. 


White.. 
Range Boiler Connections (Ques- 
tion and Answer)...... P 58, May 
Reading, Pa., Ventilation Require- 
BOING so :s.0 ons cn Wb oe eee P 48, June 
Reading Plans to Make Plumbing 
Elevations. By R. M. Starbuck, Jr. 


ee een ae cere P 23, Apr. 
2eal Estate Man’s Views on Impor- 
tance of Plumbing..... P 30, May 
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Refrigerators, Selling of, in Connec- 
tion with Oil Burners, Discussed 


at Convention of A. O. B. A...... 

TETTOTERTIR TET TRL Tee P 31, Apr. 23 
Renting Signs Are Sign of Merchan- 

dising Opportunity..... P 29, May 14 
Reports on Service for Oil Burners 


picisia swe aus eww oie ls lore wm ol core P 26, June 1 
Research in Ventilation..P 69, June 25 


Return-Line Vacuum System....... 


X 


See T OTT ET eri Ty siesceaee Oe aay 7 
Risers, Taking Off from, for Third 
Floor Radiator (Questions and 
I 6a hes ce sawkn P 49, Apr. 23 
Rochester, N. Y., Ventilation Re- 
QUIPOMOMts. . cc ccccccces P 48, June 18 
ROUMH TOADS. és6 ssc cs csucwed P 39, 


Apr. 2; P 51, Apr. 9; P 19, May 14 
Ruttan Warm Air Furnace System.., 
iveeweeNweas soeG 5 ose ane P 26, June 


tr 
uo 


St. Louis Fights the Smoke Cloud. 
By Edwin S. Hallett....P 18, May 21 
Sales Management, Problems of.... 


eee ere eT re eer err P 30, June 18 
Salesmanship—Closing the Sale.... 
TYLER ECOORERER TTY ok Lom eS 
Salesmen, Lessons to Be Learned in 
Employment of........ P 28, June 18 
Salesmen, Method of Paying........ 
eee TS TTL TTT P 31, June 18 
Samuel, Charles J., Discusses T. E. 
B. Program at Connecticut Con- 
WHINE. ood ae ak tse oS ow P 22, May 21 
San Francisco Bay Ferries, Plumb- 
108 OB s600550s00o0sa000ee Oly eee It 
San Francisco Sanitation Develop- 
ment League Merchandises by 
| Veer rTrere Tree. P 24, May 14 
Sanitors Simplified Practice. By R 
M. Starbuck, Jr......... P 32, June 4 
Sawdust Charger, Construction of.. 
Pe ees Er ee ee tL, age. 9 


Scholarship Plans Explained’ by 
Frank Fee at New York Conven- 


ON ccbseuds shear esue ds P 78, Apr. 9 
School House Ventilation, Fifty 

| SR ae ee P 25, June 25 
School of Firing Maintained in St. 

| Se, eee a P 20, May 21 


School of Plumbing, Baltimore, Md., 
Graduates First Class..P 35, May 
Schoolmaster and His Class...P 36, 
Apr. 16; P 23, May 7; P 35, June 
Seattle, Wash., Ventilation Require- 
ee a ee P 48, June 
Secretary, Executive, to Be Em- 
ployed by New Jersey State Asso- 
ciation of Master Plumbers...... 


Sedimentation Tanks for Sewage 


DIGDDOAL. ..ccscccccasrs0k ta) Apr. 30 
Segregation of Contracts Advocated 
by New York Master Plumbers... 
ee Pe ee Re P 21, Apr. 9 
Selection of Oil Burning Boiler..... 
eT ET TER ee P 21, May 7 
Selling Oil Burners...... P 26, June 11 
Selling Plumbing Goods—New Way 
BUONO 6:5 699963200006 P 58, June 18 
eo P 25, Apr. 30 


Septic Tanks Discussed at Ontario 
Convention of Plumbing Inspec- 
Sl ks uewesend wants cue P 70, Apr. 

Service for Oil Burners..P 26, June 

Service for Oil Burners Discussed at 
Convention of American Oil Burn- 


er Association.......... P 31, Apr. 23 
Sewage Disposal for the Home or 
Small Community. By Ivan D. 
WOO i sadn vesshaxsesos P 24, May 21 
Sewage Disposal Methods. By E. 
pop Se era P 25, Apr. 30 
Sheehan, Jeremiah, Jr., Discusses 
Value of Organization..P 43, Apr. 9% 
Ship Plumbing... ......<.. P 31, May 14 
Shop on Wheels Successfully Used 
by William Beck....... P 26, May 14 
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Short Course in Plumbing Planned 
by New York Master Plumbers... 


CORO OUCE De CROCS CONC KROES P 21, Apr. 9 
Shower Baths, Primitive, Used in 

ce eee ee P 29, May 28 
Smoke Cloud, St. Louis Fights the.. 

ee Pe re P 18, May 21 


Smoke Elimination by Use of Coke 
SUPPOSE .icccccccvvceck 68 Apr. 9 
Smoke Nuisance and House Heating 


SN a SHANG hax 64 000.0% P 37, Apr. 23 
Soochow Bathtub......... P 29, May 28 
Soot Fall, Study of........ P 20, May 21 


Southern California Presidents’ and 
Secretaries’ Conference.P 109, May 7 
Specialty, Selling of...... P 33, June 18 
Spraying Apparatuses Used for Golf 
Courses. veseeecea Bm Or, 38 
Sprinkling System for Golf Courses. 
Peery eT eT rT errr Tee. P 18, Apr. 23 
Standard System for Measuring 
Boiler Output Discussed at Con- 
vention of H. P. C. N. A.P 34, June 11 
Standardization of Staple Vitreous 


China Plumbing Fixtures......... 
Peer eT rer eer re eee P 71, May 7 
Standardization of Welding Equip- 
ment Desirable......... P 25, May 28 
Steam Radiation Fifty Years Ago.. 
0660660 nee0eeesee teens a P 27, June 25 
Store a Means of Making Sales.... 
Peer TET Try cocek Si, Apr. 16 


Store Idea, Faith in the...P 29, Apr. 16 
Stream Pollution Investigation in 
WiSCONBIN.. 26.0065 Peer ay P 58, Apr. 9 


Swinnerton, Charles M., Speaks at 
California Convention..P 77, June 18 


= 


Tank Completion Slip Used in Con- 
nection with Oil Burner Sales.... 


OE Oe TE eee ee ee P 27, June 11 
Temperature and Fuel Chart....... 

(SUPRA ARARUS ORAS RAMUS EE P 29, June 11 
Temperature Regulation Fifty Years 

Biaie sep aeSiars can uasd P 25, June 25 
Terrazo Fixtures, Use of, in China. 

ds ae See wok Ge Dees Be wee P 29, May 28 
Testing of Welded Pipe Lines...... 

SEE rE eUPE Peer ree P 26, June 4 


Thermometers, Wet and Dry Bulb.. 
errr yy ey coooeek 28, June 4 
Thompson, A. R. T., Speaks on Cer- 
tified Heating at Virginia Conven- 
WO .s ian weeds 4 HES0R P 65, June 18 
Ventilation Require- 
B.6.5.0 662k 00d we cen P 48, June 18 
Trade Schools—Plumbing Instruc- 
tion in Baltimore....... P 35, May 28 
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Trade School Instruction in Plumb- 
ing at Johnstown, Pa...P 61, May 21 

Transportation, Proper Method of, 
Essential for Oil Burners......... 


Trouble Job with Water-Logged 
SUPdlY Malhiissccccies P 27, Apr. 23 
Truck, Repair, Used by William 
1 APE Eee eee Tee P 27, May 14 
Tunnels and Branch Tunnels in 
High and Low Pressure Installa- 
ah cs aa Oa es P 19, Apr. 30 
Tweedie, Frank P., Speaks at Ten- 
nessee Convention..... P 38, June 4 
Speaks at Alabama Convention... 


TTT Eee e PRT TT P 42, June 4 


U 


Underground Systems for 
ey eer eee re P 22, 


Golf 
Apr. 23 


Vv 
Vacuum Heating System Connec- 
CHINE fete eieactnne cannk Bay eee. 
Vacuum Heating System, Elimina- 


tion of Lifts from (Question and 
ps POPE eT Cr eee P 45, Apr. 9 


i) 
= 


Vacuum Return, Various Kinds of 
Heating Systems Connected Into. 
ee ee Tee ee ee P 20, Apr. 30 

Vacuum BYBtOmMe. . occas cs P 36, May 7 


Ventilating Systems Advocated as 


Preventive for Carbonmonoxide 
J Serer ye ee eee ee ee P 52, June 4 
Ventilation of Schoolhouses, Fifty 
BORD CEs wcvcccscocuacs P 25, June 25 
Ventilation, Five Points in......... 
PT ee eT a ee ee P 28, June 4 
Ventilation Laws, Compulsory. By 
Samuel R. Lewis....... P 39, June 18 
Vitreous China Plumbing Fixtures, 
Changes in Standards for........ 
(etaier eis area wiasewas P 71, May 7 
Vocational Department of Johns- 


town, Pa., High School Gives In- 

struction in Plumbing..P 61, May 21 
Vocational School of Plumbing in 

Baltimore to Graduate First Class 

Cea ot) P 35, May 28 
Vogelpohl, John J., Addresses Con- 


ventions...P 35, Apr. 9; P 40, May 21 
Ww 
Washington, D. C., Ventilation Re- 
| ree TrT Tee P 49, June 18 


Water Heater which Fails to Work 
(Question and Answer).P 45, Apr. 9 








Watering System for Golf Courses... 
WeTeTerry. Vrerrerr P 18, Apr. 23 
Welded High and Low Pressure In- 
stallation. By L. A. Perry........ 
Pee ee ee Eee er P 19, Apr. 30 
Welding in the Heating Industry... 
80, June 11 
Welding Piping in Buildings. By H. 
Ele WOURER) cc4¥eoa ge ceen P 19, Apr. 9 
Wet Return, Trouble with. By Max 
PR Rsv aheecwhecés P 27, Apr. 23 
Wetzel, H. E., Discusses Welding at 
Convention of EH. FP. C. N. A...... 
Oe ree eer ene Cree P 80, June 11 
Whitelaw, Lee, Discusses Use of Gas 
ie ee ee P 34, June 11 
Wilson, Albert J., Addresses Con- 
ventions and Outlines National 
ABBGOIRTIONS AMOS. 6. cc ieciccvess 
P 35, Apr. 16; P 72, Apr. 23; P 28, 
Apr. 30; P 45, June 4; P 35, June 18 
Window Displays of Vic. J. Killian’s 


DN. 046 oe eek ae ewes P 43, Apr. 16 
Windows That Attract Attention... 

Pe OO ee ee ee P 26, May 14 
Window Ventilation Discussed..... 

Pree rer etree erin re P 63, June 25 


Wisconsin Department of Engineer- 
ing Investigates Stream Pollution. 


errr ere ee TT ee er Te ee P 58, Apr. 9 
Wisconsin Ventilation Requirements 

Sid Ape ae il Wo Sota eR ae P 45, June 18 
Wood Waste Turned Into Profit. By 

Harry M. Brusman...... P24, Apr. 9 


Wordell, Wallace T., Reviews Prog- 
ress of Massachusetts Association 


er re ee ee P 93, Apr. 16 
Y 
Yackley, William oe Estimating 
DPM OF ais soc tes ced P 34, June 4 
Youngstown, Ohio, Ventilation Re- 
GUICMOENES <6 ikke cee. P 48, June 18 


Special Departments Found in Every 


Issue :— 

3etween Ourselves. 

Blackboard Epigrams. 

Markets—Business Conditions in Lead- 
ing Jobbing Centers. 

New Trade Literature. 

Personal Mention. 

Pipe Lines. 

Plumbing and Heating Patents. 

The Trade—With Master Plumbers and 
Heating Contractors. 

This Wéek—Among Manufacturers, 
Wholesalers and Their Salesmen. 

Twenty Years Ago in “Domestic Engi- 
neering.” 
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Please send us a copy of the 1927 edition of 
Domestic Engineering Catalog Directory in ac- 
cordance with the special approval offer. We will 
either remit $5.00 or return the book within 30 
days. 











Keep Your Records 
Up-to-the Minute 


Records of the plumbing and heating industry—as in most 
other lines of business—soon become out-of-date and practically 
useless unless they are revised as changes occur. 

New concerns start in business right along, consolidations take 
place, new specialties are constantly coming out to keep abreast 
with the times, some firms discontinue operation or change their 
lines, others move to different locations, etc. Within a year’s 
time a surprising number of changes are necessary to make your 
records as useful and reliable as they should be. 

By keeping in close touch at all times with every branch of the 
industry over a long period of years, we have a very wide range 
of facilities for collecting new matter, checking up, verifying and 
completing data for Domestic Engineering Catalog Directory. 
Our staff of experts is kept busy on this particular work every 
day in the year, so that each new edition of the book contains the 
latest available information. 


Get the Latest Data 


The 1927 edition, recently off the presses, gives you up-to-date 
and complete data regarding the products of some 4000 manu- 
facturers of plumbing and heating supplies. 

Every item used in the industry is listed under its proper head- 
ing together with the trade names and concerns who make it. 
Following this is an index in which each article is crossed accord- 
ing to the various titles by which it is commonly known. It re- 
quires but a moment for the user to locate the sources of supply 
of all products in which he is interested. 

Nearly 1300 pages are devoted to the condensed catalogs of a 
large number of concerns, with like products grouped together fo 
easy reference and comparison. This gives the buyer a bound 
catalog and reference file completely indexed for his desk, if 
addition to a purchasing guide. 

Arranged in alphabetical order in a separate section, are 
names and present street addresses of all manufacturers listed if 
the other sections of the Directory. 


Whatever other records you may have available, you need 
latest, most complete and authentic purchasing information con 
tained in this Directory. 


Special Approval Offer 


As a reader of “Domestic Engineering” we want you to ha 
a copy of this Directory for inspection and approval. We fee 
sure when you see the book you will desire to keep it. If for anj 
reason you wish to return it after 30 days’ free examination, yo 
may do so without obligation. 


Take advantage of this liberal offer and mail the coupon today! — 
2000 pages — 13000 illustrations. 
Standard catalog size: 734 x 105 inches. 


Domestic Engineering Co 
1900 Prairie Avenue CHICAGO, ILLINOEL 
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Classified Advertisements 


8 cents for each word including heading and address. Count seven words for keyed address. 
One inch $4.00. Cash must accompany order. Copy should reach us eight days in advance. 


insertion, 


Minimum $2.00 for each 





Situations Open 


Situations Wanted 





MA NUFACTURER OF PLUMBING 

specialties in Philadelphia district 
would like to connect with men now 
ealling on the wholesale plumbing 
trade in New England territory and the 
South, including Florida, to sell their 
line on a commission basis. Address 
Key 826, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 


BRANCH MANAGER: A LIVE WIRE 
Plumbing and Heating salesman ca- 
pable of taking charge of branch store 
in Chicago and get results. To such a 
man an excellent opportunity is offered. 
Write fully, giving experience and de- 
tail of the past ten years, age, refer- 
ences, etc. References will not be used 
until after interview. Address Key 825, 
“Domestic Engineering,” 1900 Prairie 
Ave., Chicago. 
WANTED: NEW YORK STATE REP- 
resentative. Must have experience 
selling high grade plumbing fixtures 
-and an acquaintance with trade archi- 
tects and engineers. Address The John 
Douglas Company, Cincinnati, Ohio. 








SALESMAN, SINGLE PREFERRED, TO 

call on Plumbing and Heating con- 
tractors in Indiana, Illinois and Wis- 
consin with a high grade line of heat- 
ing accessories. Commission with draw- 
ing account. Address Key 829, ‘‘Do- 
mestic Engineering,” 1900 Prairie Ave., 
Chicago. 


BOILER AND RADIATOR MANUFAC- 

turer desires experienced heating 
salesman for Brooklyn. Prefer man 
who is well acquainted with whole- 
salers. State experience, reference, etc., 
in replying. Address Key 833, “Do- 
mestic Engineering,” 1900 Prairie Ave., 
Chicago. 


SALESMAN CALLING ON HEATING 

and plumbing contractors in Texas 
to sell a line of heating accessories. 
Trade partly established. A very good 
side line. Address Key 828, “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago. 








CAN YOU SELL? HAVE YOU EXPE- 

rience as an estimator or draftsman 
in a plumbing contractor’s office? Have 
you a wide acquaintance among the 
Plumbers in the Southwest or other 
territory? A large manufacturing com- 
pany offers a splendid opportunity to 
the right man. Address full partic- 
ulars to Key 824, “Domestic Engineer- 
ing,” 1900 Prairie Ave. Chicago. 





BOILER SALESMAN WANTED FOR 

Pittsburgh territory by one of the 
oldest and best known manufacturers 
in the country. A high grade sales- 
man, must be familiar with trade in 
that section. Address Key 823, “Do- 
mestic Engineering,” 110 East 42nd St., 


New York, N. 





~ For Sale 


FOR SALE: A GOOD PLUMBING, 

heating and electric business in a 
city of about 4,000 population. An up- 
to-date shop with a good stock. Ad- 
dress Key 832, “Domestic Engineering,” 
1900 Prairie Ave., Chicago, 

















YOUNG MAN, TYPIST AND BOOK- 
keeper. Experienced in plumbing and 
heating business desires position. Ref- 
erence. Address Key K “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago. 
EXPERIENCED HEATING AND VEN- 
tilating Superintendent and Estima- 
tor desires connection with heating 
contractor. Address Key 830, “Domes- 
tic Engineering,” 1900 Prairie Ave., Chi- 
cago. 


Miseeiianceus 


PLUMBERS’ BIN LABELS 


@ 13+} 
RED. ELLS 


Send for samples and prices and free booklet: 
“*How to Simplify the Work in the Plumbing Shop,” 
and ‘‘How to Equip a Plumbing Shop on Wheels.”’ 

Haddon Bin Label Co., Haddon Heights, N. J. 


"HEADQUARTERS FOR NEW AND 
JSED PIPE MACHINES 


We carry in stock at all times all sizes of 
new and used pipe threading machines. 


2” Jarecki, belt driven 

2” Oster, belt driven 

2” Oster, motor driven 

4” Jarecki, belt driven 

4” Oster, belt driven 

4” Oster, motor driven 

6” Eaton, Cole & Burnham 
6” Jarecki, belt driven 

6” Williams, motor driven 
8” Oster, motor driven 
12” Williams, motor driven 


& _'_|Dies for all makes carried in stock.’ ¥__ 
THE O'BRIEN MACHINERY COMPANY 
113 North Third St., Philadelphia, Pa. 

Long Distance Telepho ne: Market 0727 ™ 
Cable Address: “OBRIEN™ PHILADELPHIA 




















ESTIMATE AND CONTRACT BLANKS, 

time cards and job tickets, illus- 
trated stationery, etc. Prompt deliv- 
ery. Send for samples and prices. Ad- 
dress Germantown Multigraphing and 
Printing Co., 5839 Germantown Ave., 
Philadelphia, Pa. 


Books for Your Trade Library 
STANDARD PRACTICAL PLUMBING. 

By R. M. Starbuck An exhaustive 
treaties on all branches of plumbing 
construction, including drainage and 
venting, ventilation, hot and cold water 
supply and circulation. Shows the 
latest and best plumbing practice, spe- 
cial attention being given to the skilled 
work of the plumber and to the theory 
underlying plumbing devices and op- 
erations. Contains 347 original illus- 
trations, each drawn expressly for this 
work. A book every master plumber 
should have in his trade library. Size, 
6x9 in. 406 pages, bound in cloth, Price 








QUESTIONS AND ANSWERS ON THE 
PRACTICE 


By R. M. Starbuck. Fifth edition. 

ready reference, dealing practically and 
briefly with the different phases of 
Steam and Hot Water Heating, Vacuum 
and Vapor Heating, Accelerated Hot 
Water Heating and Pipe Fitting in con- 
nection with Refrigerating Plants. A 
valuable work for the heating man. 
Covers all the points on these subjects 
he should be familiar with. Size 5x7% 
aco 150 pages. Price, postpaid, 


MERCHANDISING THE PLUMBING 

BUSINESS. By Karl W. Zoeller. A 
treatise on merchandising as applied 
to the plumbing and heating business, 
that should be read by every plumber, 
contractor or jobbing plumber. The 
subject is completely covered by the 
twenty-six chapters, and in a manner 
making it interesting and easy to read. 
It contains many valuable suggestions 
on Window Display, Showrooms, Ad- 
vertising, etc. No matter how large or 
small your business, you need this 
book. Size 44%4x6% inches. Over 100 
pages. Price, postpaid, $1.50. 
SANITARY SEWERAGE OF BUILD- 

INGS. By Thomas S. Ainge. Begin- 
ning with a study of outside sewers, 
this book goes fully into the best prac- 
tice in inside connections, proper loca- 
tion and size of soil waste, and vent 
pipes and the roughing-in test up to 
the filling in of the trenches. 40 pages 
are devoted to the important subject of 
traps. Sewage disposal for country 
homes is also given full consideration. 
Size 54%x8 in. 200 pages. Cloth. Price, 
$1.50. 





PRACTICE AND THEORY OF SANI- 

TARY PLUMBING. By R. M. Star- 
buck. Vol. I. Contains 400 questions 
with complete and comprehensive an- 
swers, covering everything the plumber 
should know regarding drainage and 
latest requirements in plumbing prac- 
tice. Explains technical terms, gives 
rules and tables and is fully illus- 
trated. So popular has this book be- 
come that the 12th edition has been 
published. The combined set of four 
volumes makes a complete preparation 
for Board and Health and union ex- 
aminations. Size, 5x7 in. 160 pages. 
Cloth, _ Price $1. 50. 


OVERHEAD EXPENSE AND PER- 

CENTAGE METHODS. By Henry F. 
Baillet. Master plumbers and steam- 
fitters are realizing more and more the 
importance of including their overhead 
expense as a part of each contract. It 
is the only sure way of showing the 
correct margin of profit on business 
handled for the year. In compiling this 
book, Mr. Baillet has used data taken 
from actual business experience. Shows 
how to figure properly the cost of 
doing business and the correct percen- 
tage of profit on any contract. A book 
worth many times its cost. Size, 44%4x7 
ey Dae pages. 24 tables. Cloth. Price, 
1.50. 


Books Sent Parcel Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicago 








EARL JUDD CORP. 


JUDD TOILET SEATS 
ARE BUILT TO A STANDARD OF CONSISTENT QUALITY 
Sold by leading jobbers everywhere 


WRIGLEY BUILDING 


CHICAGO 
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Get the Latest Buying Data 


How often are you called upon to locate 
the source of supply of some particular trade- 
named article or specialty with which you are 
not familiar? Instead of spending hours of 
time looking for it, or substituting some other 
brand, would it not be a great convenience 
to open a book on your desk and locate it 


instantly? 


That is the service you can get every day 
from Domestic Engineering Catalog 
Directory. 


This Directory is completely revised from 
cover to cover and a new edition brought out 


each year. Adequate facilities are available 
for gathering information on changes of ad-, 
dress or firm names, locating new concerns, 
new products and specialties and eliminating 
discontinued items. A staff of trained experts 
is kept busy the year around, both inside and 
outside of our office, collecting data, checking 
up and verifying every item for each new 


edition. 


CHI OH IEW IG HICH ICM IGHIGHIGWION D4 


Please send us a copy of the 1927 edition of 
Domestic Engineering Catalog Directory in 
accordance with the special approval offer. 
We will either remit $5.00 or return the 


book within 30 days. 


In the 1927 edition 469 manufacturers 
show their condensed catalogs in the Catalog 


Section. Many articles you buy and handle 
right along are illustrated and described. 
Groupings of pages are made according to 


products which makes it much more 
convenient for you to study lines and make 


comparisons than to look up individual 
catalogs. 


Here you have an up-to-date catalog file 
bound under one cover for your desk and 
completely indexed. There is no uncertainty 
about its reliability, as all the data is up to 
the minute. 


Every article used in the industry, together 
with the trade name, is listed in the Directory 
section, comprising some 2000 headings. 
Among them are many new items and 
specialties never before listed in any directory. 
Following these listings is a comprehensive 
index with every article crossed under the 


various names by which it is generally known. 


Special Approval Offer 


As a reader of ‘““Domestic Engineering’? we want you to have 
a copy of this Directory for inspection and approval. We feel 
sure when you see the book you will desire to keep it. 
reason you wish to return it after 30 days’ free examination, you 


If for any 


may do so without obligation. 


Name 


Take advantage of this liberal offer and mail the coupon today! 


Street 


City : | Domestic Engineering Co. 
1900 PRAIRIE AVENUE ::_— 


CHICAGO, ILL. 








